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Finding  of  No  Significant  Impact  (FONSI) 

Mike  O’Callaghan  Federal  Medical  Center  Campus  at 
Nellis  Air  Force  Base,  Nevada 


Introduction 

Nellis  Air  Force  Base  (AFB)  prepared  an  Environmental  Assessment  (EA)  to  identify  and  evaluate  potential 
environmental  effects  from  construction  and  operation  of  improvements  at  the  Mike  O’Callaghan  Federal 
Medical  Center  (MOFMC)  campus.  The  EA  was  prepared  in  accordance  with  the  National  Environmental 
Policy  Act  (NEPA)  of  1969  (PL  91-190;  42  USC  4321-4347),  as  amended;  Council  on  Environmental 
Quality  (CEQ)  Regulations  for  Implementing  the  Provisions  of  NEPA  (CEQ  Regulations,  40  Code  of  Federal 
Regulations  [CFR]  Parts  1500-1508);  and  Air  Force  Instruction  32-7061  as  promulgated  in  32  CFR  989. 

Description  of  the  Proposed  Action  and  Alternatives 

The  United  States  Air  Force  (USAF)  proposes  to  construct  improvements  at  the  MOFMC  campus  to  meet  the 
growing  mission  requirements  of  the  USAF  and  Air  Combat  Command  (ACC).  The  improvements  would 
include  renovation  of  all  three  floors  of  the  MOFMC  building  to  make  use  of  space  vacated  by  the 
Department  of  Veterans  Affairs  (VA)  to  allow  reorganization  and  access  between  departments  while 
providing  additional  space  for  care  operations.  A  new  separate  Medical  Education  &  Training  Facility  would 
be  constructed  adjacent  to  the  MOFMC  to  replace  the  existing  temporary  structure  and  accommodate  existing 
plus  expanded  medical  training  operations  that  cannot  be  accommodated  within  the  MOFMC  building.  An 
addition  to  an  existing  warehouse  facility  would  provide  needed  space  for  consolidation  of  Medical  Logistics 
functions  not  requiring  patient  contact  outside  of  the  MOFMC.  A  Fisher  House  would  be  constructed  by  the 
Fisher  House  Foundation  near  the  front  entrance  to  the  MOFMC  building  to  provide  temporary 
accommodations  for  patients  and  their  families  while  receiving  medical  treatment.  Lastly,  a  sidewalk, 
turnstile  gate,  and  crosswalk  would  be  constructed  to  provide  pedestrian  access  between  the  MOFMC  and  the 
area  south  of  North  Las  Vegas  Boulevard  for  main  base  access.  All  of  the  proposed  facilities  would  be 
constructed  within  developed  areas.  The  Proposed  Action  includes  demolition  of  the  existing  Medical 
Education  &  Training  Facility  and  antenna  shack. 

Alternatives  to  the  Proposed  Action  were  considered.  Alternatives  to  the  MOFMC  renovation  included 
replacement  or  expansion  of  the  existing  MOFMC,  however,  cost  analyses  indicate  that  return  on  investment 
would  be  substantially  diminished  and  the  alternatives  were  dismissed  from  further  consideration. 
Replacement  of  the  Medical  Education  &  Training  Facility  in  its  current  location  was  considered  but  was 
removed  from  further  consideration  because  it  would  leave  the  education  and  training  operations  without 
facilities  for  the  length  of  the  construction.  Construction  of  a  separate  medical  center  administration  space 
was  also  considered  but  dismissed  because  the  delay  in  planning  and  budgeting  would  not  meet  the  immediate 
needs  of  the  growing  staff.  Alternative  locations  for  the  Fisher  House  were  considered,  but  none  provided 
better  ease  of  access  to  the  medical  center. 

The  USAF  also  analyzed  the  No  Action  Alternative  which  would  result  in  the  construction  of  no  new 
facilities  at  the  MOFMC  campus.  The  No  Action  Alternative  would  not  meet  the  purpose  and  need  of  the 
proposed  project.  Baseline  conditions  as  reflected  by  the  No  Action  Alternative  provide  a  comparison  for  the 
environmental  impacts  of  the  Proposed  Action. 

Summary  of  Environmental  Consequences 

The  EA  provides  an  analysis  of  the  potential  environmental  consequences  resulting  from  implementation  of 
the  Proposed  Action,  including  the  No  Action  Alternative.  According  to  the  analysis  in  the  EA, 
implementation  of  the  Proposed  Action  would  not  result  in  significant  impacts  to  any  resource  category.  The 
potential  impacts  under  the  Proposed  Action  and  No  Action  Alternative  are  summarized  below. 
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Land  Use .  The  Proposed  Action  calls  for  renovation  of  an  existing  facility,  construction  of  new  facilities,  and 
the  demolition  of  older  facilities.  The  Proposed  Action  would  result  in  a  temporary  change  in  land  use  during 
construction  and  demolition.  However,  no  substantially  new  land  uses  would  be  introduced  by  the  Proposed 
Action.  Construction  of  the  Proposed  Action  would  not  result  in  new  structures  of  greater  height  than 
existing  structures  and  would  not  interfere  with  aviation  operations.  Coordination  with  the  57th  Wing,  53 
Wing  and  563rd  Rescue  Group  would  be  necessary  to  ensure  construction  does  not  impede  emergency 
landings  at  the  MOFMC  or  aviation  operations  in  Area  I.  The  No  Action  Alternative  would  not  result  in 
changes  to  current  land  use. 

Utilities .  The  Proposed  Action  would  result  in  a  slight  increase  in  electrical  use  as  a  result  of  the  additional 
facility  space;  however,  new  facility  construction  would  employ  energy  conserving  equipment  to  the 
maximum  extent  possible.  System  capacity  would  be  adequate  to  meet  this  demand.  Potable  water  demand 
and  sanitary  sewer  discharge  would  increase  slightly  with  the  planned  increase  in  staff.  However,  any  increase 
in  water  demand  or  sanitary  sewer  discharge  would  not  exceed  the  capacity  of  the  existing  systems.  The  No 
Action  Alternative  would  not  result  in  any  change  in  utility  usage. 

Transportation .  The  Proposed  Action  would  not  result  in  direct  impacts  or  changes  to  the  existing  roadways 
or  vehicle  access  within  or  around  the  project  area.  The  proposed  Fisher  House  location  would  eliminate  a 
portion  of  the  unusable  drive-up  circle  directly  in  front  of  the  MOFMC  building,  but  would  not  alter  the 
existing  condition.  The  new  turnstile  and  crosswalk  would  improve  pedestrian  access  to  the  MOFMC  and 
potentially  reduce  traffic  and  parking.  Increases  in  traffic  could  result  during  construction,  but  would  be 
temporary  and  localized.  The  No  Action  Alternative  would  not  result  in  changes  to  existing  roadways  or 
pedestrian  access. 

Socioeconomics .  The  Proposed  Action  would  result  in  a  short-term,  positive  input  to  the  local  economy 
during  the  construction  period.  Operation  of  the  new  facilities  would  draw  from  existing  USAF  staffing  and 
would  not  create  new  jobs  beyond  those  already  expected.  Therefore,  no  substantial  beneficial  or  adverse 
impacts  would  be  expected  if  the  Proposed  Action  were  implemented.  The  No  Action  Alternative  would  not 
result  in  any  change  to  the  socioeconomic  condition. 

Environmental  Justice  and  Protection  of  Children .  There  are  no  residences  within  the  project  area  so  there 
is  no  potential  for  adverse  impacts  to  minority  or  low-income  populations  as  a  result  of  the  Proposed  Action. 
There  would  not  be  an  increased  risk  to  the  health  or  safety  of  children.  The  No  Action  Alternative  would  not 
result  in  adverse  impacts  to  minority  or  low-income  populations  or  the  health  and  safety  of  children. 

Cultural  Resources.  There  are  no  eligible  properties  within  the  area  of  the  medical  center  complex.  The 
medical  center  was  constructed  in  1994  and  thus  excluded  from  an  architectural  historical  or  Cold  War 
survey.  The  Proposed  Action  would  not  result  in  impacts  to  cultural  resources.  The  No  Action  Alternative 
would  not  result  in  any  impacts  to  cultural  resources. 

Biological  Resources .  The  Proposed  Action  would  take  place  in  a  completely  developed  environment  and 
would  not  result  in  adverse  impacts  to  native  vegetation  or  wildlife.  The  developed  nature  of  the  project  site 
provides  no  habitat  for  threatened,  endangered,  or  sensitive  species  that  occur  elsewhere  on  Nellis  AFB.  The 
No  Action  Alternative  would  not  result  in  any  impacts  to  biological  resources  or  rare  species. 

Soils  and  Water  Resources.  The  Proposed  Action  would  not  increase  surface  runoff.  Some  soil  erosion  could 
occur  during  construction,  but  no  long-term  adverse  impacts  to  soils  or  surface  water  would  occur.  Standard 
best  management  practices  (e.g.,  watering,  erosion  control,  and  sediment  retention  measures  and  silt  fencing) 
would  be  employed  to  reduce  the  chance  of  sediment  transport.  The  project  area  is  not  located  within  a 
floodplain  and  contains  no  wetland  habitat.  Therefore,  no  impacts  would  occur  to  water  resources  if  the 
Proposed  Action  were  implemented.  The  No  Action  Alternative  would  not  result  in  any  impacts  to  soil  or 
water  resources. 
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Air  Quality .  No  impacts  to  regional  air  quality  would  result  if  the  Proposed  Action  were  implemented. 
Impacts  to  air  quality  associated  with  construction  activities  would  be  short-term  and  insufficient  in  scope  to 
require  a  general  conformity  determination.  During  construction,  fugitive  dust  would  be  minimized  through 
implementation  of  dust  control  measures  (i.e.,  water  application  on  soil).  The  No  Action  Alternative  would 
not  result  in  any  impacts  to  air  quality. 

Hazardous  Materials  and  Waste  Management  The  Proposed  Action  would  result  in  no  changes  to  the 
generation,  collection,  or  disposal  of  hazardous  materials,  medical  wastes,  or  other  waste  streams.  No 
Environmental  Restoration  Program  sites  would  be  disturbed  as  none  are  found  in  the  project  area. 
Construction  and  demolition  debris  would  be  created  during  construction  and  would  be  disposed  of  in  a 
regulated  disposal  facility.  The  No  Action  Alternative  would  result  in  no  changes  to  waste  handling  and 
would  not  generate  construction  or  demolition  wastes. 

Visual  Resources .  The  Proposed  Action  would  be  constructed  within  a  developed  area  and  be  consistent  with 
the  existing  visual  landscapes.  The  No  Action  Alternative  would  result  in  no  change  from  the  existing  visual 
resources. 

Noise.  The  Proposed  Action  would  not  alter  the  existing  noise  levels  within  the  project  area.  Newly 
constructed  facilities  would  include  noise  attenuation  in  accordance  with  existing  Air  Installation  Compatible 
Use  Zone  (AICUZ)  requirements.  Noise  levels  would  be  temporarily  elevated  during  construction  from 
operation  of  construction  equipment  but  would  be  localized.  The  No  Action  Alternative  would  not  alter  the 
existing  noise  levels  within  the  project  area  or  the  noise  levels  generated  by  aviation  activities  on  Nellis  AFB. 

Conclusion 

Based  on  the  analysis  of  the  Proposed  Action,  alternatives  and  No  Action  Alternative,  and  conclusions 
presented  in  the  EA  conducted  in  accordance  with  the  requirements  of  the  National  Environmental  Policy 
Act,  the  Council  on  Environmental  Quality  regulations,  and  Air  Force  Environmental  Impact  Analysis 
Process,  as  promulgated  in  Title  32  of  the  Code  of  Federal  Regulations  Part  989,  and  after  careful  review  of 
the  potential  impacts,  I  conclude  that  implementation  of  the  Proposed  Action  would  result  in  no  significant 
impacts  on  the  quality  of  the  human  or  natural  environments.  Therefore,  a  Finding  of  No  Significant  Impact 
(FONSI)  is  warranted,  and  an  Environmental  Impact  Statement  (EIS)  is  not  required. 


STEVEN  D  GARLAND  Date 

Brig  Gen  (Sel),  USAF 

Commander 
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MIKE  O’CALLAGHAN  FEDERAL  MEDICAL  CENTER  CAMPUS  IMPROVEMENTS 

AT  NELLIS  AIR  FORCE  BASE 
FINAL  ENVIRONMENTAL  ASSESSMENT 


Responsible  Agency:  United  States  Air  Force  (USAF),  Nellis  Air  Force  Base,  Nevada 

Proposed  Action:  The  USAF  proposes  improvements  at  the  Mike  O’Callaghan  Federal  Medical  Center  (MOFMC) 
campus  at  Nellis  Air  Force  Base  to  include  repairs  and  renovations  to  the  interior  of  the  existing  medical  center 
building,  construction  of  new  facilities,  and  demolition  of  outdated  facilities. 

Written  comments  and  inquiries  regarding  this  document  should  be  directed  to: 

99  ABW/PA 

4430  Grissom  Ave,  Suite  107 
Nellis  AFB  NV  89191 
ATTN:  Major  Mae-Li  Allison 

In  addition,  the  document  can  be  viewed  on  and  downloaded  from  the  World  Wide  Web  at 
www.nellis.af  miFlibrary/environment.asp 

Designation:  Final  Environmental  Assessment  (EA) 

Abstract:  The  USAF  proposes  to  construct  improvements  at  the  MOFMC  campus  to  meet  the  growing  mission 
requirements  of  the  USAF  Air  Combat  Command  (ACC).  The  improvements  include  renovation  of  all  three  floors  of 
the  MOFMC  building  to  make  use  of  space  vacated  by  the  Department  of  Veterans  Affairs  (VA)  and  to  allow 
reorganization  to  allow  logical  arrangement  of  and  access  between  departments.  A  new  and  separate  Medical  Education 
&  Training  Facility  would  be  constructed  adjacent  to  the  MOFMC  to  replace  the  existing  temporary  structure  and  to 
accommodate  existing  and  expanded  medical  training  operations  that  cannot  be  accommodated  within  the  MOFMC 
building.  An  addition  to  an  existing  warehouse  facility  would  provide  additional  space  to  consolidate  Medical  Logistics 
functions  not  requiring  patient  contact  less  expensively  than  within  the  MOFMC.  A  Fisher  House  would  be  constructed 
by  the  Fisher  House  Foundation  near  the  front  entrance  to  the  MOFMC  building  to  provide  temporary  accommodations 
for  patients  and  their  families  while  receiving  medical  treatment.  Lastly,  a  sidewalk,  turnstile  gate,  and  crosswalk  would 
be  constructed  to  provide  pedestrian  access  between  the  MOFMC  and  the  area  south  of  North  Las  Vegas  Boulevard. 

All  of  the  proposed  facilities  would  be  constructed  within  developed  areas  of  the  MOFMC  campus.  The  Proposed 
Action  includes  demolition  of  the  Medical  Education  &  Training  Facility  and  antenna  shack. 

This  EA  analyzes  the  potential  environmental  consequences  of  the  Proposed  Action  and  includes  analysis  of  the  No 
Action  Alternative.  The  Proposed  Action  would  result  in  no  significant  impacts  on  the  quality  of  the  human  or  natural 
environments.  No  new  facilities  would  be  constructed  at  the  MOFMC  campus  under  the  No  Action  Alternative. 
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Executive  Summary 

Introduction 

This  Environmental  Assessment  (EA)  analyzes  the  potential  environmental  consequences  resulting  from  the  United 
States  Air  Force  (USAF)  proposal  to  construct  improvements  to  the  Mike  O’ Callaghan  Federal  Medical  Center 
(MOFMC)  campus  Nellis  Air  Force  Base  (AFB).  This  EA  examines  the  Proposed  Action  and  the  No  Action 
Alternative,  and  the  impacts  each  could  have  on  the  natural,  social,  and  economic  environments. 

Purpose  and  Need  for  Action 

Because  the  Medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission  requirements  of 
the  USAF  Air  Combat  Command  (ACC),  there  is  a  need  to  provide  additional  space  for  the  99th  Medical  Group 
(MDG)  to  accommodate  mission  growth,  provide  sufficient  space  for  existing  departments,  and  meet  current 
medical  standards  of  care.  Renovation  of  the  existing  medical  center  would  allow  reorganization  to  allow  logical 
arrangement  of  and  access  between  departments  within  the  medical  center.  Construction  of  additional  training 
and  administrative  space  would  consolidate  training  and  administrative  functions  in  more  efficient  and  cost- 
effective  space. 

Proposed  Action 

The  Proposed  Action  would  consist  of  five  primary  project  elements;  1)  renovation  of  the  MOFMC,  2)  construction  of  a 
new  Medical  Education  &  Training  Facility,  3)  expansion  of  existing  a  warehouse  structure,  4)  construction  of  a  Fisher 
House,  and  5)  installation  of  a  pedestrian  turnstile  and  crosswalk.  All  three  floors  of  the  MOFMC  building  would  be 
renovated  to  make  use  of  space  vacated  by  the  Department  of  Veterans  Affairs  (VA)  and  to  allow  reorganization  to 
allow  logical  arrangement  of  and  access  between  departments.  A  new  Medical  Education  &  Training  Facility  would  be 
constructed  to  provide  a  permanent  and  efficient  training  location  for  that  portion  of  the  Education  and  Training 
department  that  cannot  be  accommodated  within  the  MOFMC  building.  Expansion  of  an  existing  warehouse  facility 
would  allow  consolidation  of  Medical  Logistics  functions  on  the  MOFMC  campus,  creating  room  for  internal  expansion 
and  realignment  within  the  main  medical  center  structure.  A  Fisher  House  would  be  constructed  by  the  Fisher  House 
Foundation  to  provide  temporary  accommodations  for  patients  and  their  families  while  receiving  medical  treatment. 
Lastly,  a  sidewalk,  turnstile  gate,  and  crosswalk  would  be  constructed  to  provide  pedestrian  access  between  the 
MOFMC  and  the  area  south  of  North  Las  Vegas  Boulevard. 

Alternatives  Considered 

Alternatives  to  the  Proposed  Action  included  consideration  of  replacing  or  expanding  the  existing  MOFMC  to 
accommodate  both  the  improvements  to  current  medical  standards  of  care  and  the  additional  space  necessary  to 
accommodate  mission  growth.  Replacement  of  the  MOFMC  at  this  time  would  result  in  substantial  loss  of  investment 
in  the  existing  facility  and  meeting  the  immediate  and  planned  spatial  needs  through  construction  of  a  medical  center 
addition  is  not  financially  viable  due  to  the  relatively  small  area  of  additional  space  required  at  this  time. 

Construction  of  a  new  Medical  Education  &  Training  Facility  at  the  existing  site  would  leave  those  operations 
without  facilities  for  the  length  of  the  construction  and  would  interrupt  accomplishment  of  the  training  mission. 
Construction  of  a  separate  facility  dedicated  to  Medical  Center  Administration  would  require  five  to  ten  years  of 
planning  and  budgeting  to  accomplish  and  would  not  meet  the  immediate  needs  to  accommodate  growing  staff. 

Several  alternative  sites  for  the  Fisher  House  construction  were  evaluated,  but  dismissed  from  further 
consideration  in  preference  to  the  site  near  the  front  of  the  medical  center. 

Mitigation  Measures 

In  accordance  with  32  CFR  989.22,  the  USAF  must  indicate  if  any  mitigation  measures  would  be  needed  to 
implement  the  Proposed  Action.  However,  no  mitigation  measures  beyond  compliance  with  permit  conditions 
and  implementation  of  best  management  practices  during  construction  would  be  required. 
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Summary  of  Potential  Environmental  Consequences 

This  EA  provides  an  analysis  of  the  potential  environmental  consequences  resulting  from  implementation  of 
the  Proposed  Action  and  the  No  Action  Alternative.  According  to  the  analysis  in  this  EA,  implementation  of 
the  Proposed  Action  would  result  in  no  significant  environmental  impacts  in  any  resource  category.  The 
following  Table  ES-1  summarizes  and  highlights  the  results  of  the  analysis  by  resource  category. 


Table  ES-1 

Comparison  of  Alternatives  by  1 

Resource 

Resource  Category 

Proposed  Action 

No  Action  Alternative 

Land  Use 

•  No  new  land  uses  would  be  introduced. 

•  No  hazards  to  aviation  operations  would 
result,  however,  coordination  with  57  OSS 
(TERPS)  and  Airfield  Management 
required  to  avoid  intrusions  into  protected 
airport  airspace  during  construction  and 
coordination  with  the  57th  Wing  Airspace 
and  563rd  Rescue  Group  required  to 
ensure  compatibility  with  emergency 
landings  at  Medical  center  or  helicopter 
operations  in  Area  1. 

•  Current  land  uses  would  remain 
unchanged. 

•  No  construction  and  no  potential 
adverse  impacts  to  aviation  safety. 

Utilities 

•  Minor  increases  in  electrical  and  natural 
gas  resulting  from  increase  in  facility 
space  would  be  offset  by  energy 
efficiency  of  new  facilities. 

•  Minor  increases  in  potable  water  demand 
and  sanitary  sewer  discharge  would  result 
from  increased  staffing. 

•  Electric  and  natural  gas  usage  would 
remain  unchanged. 

•  Minor  increases  in  potable  water 
demand  and  sanitary  sewer  discharge 
would  result  from  increased  staffing. 

Transportation 

•  Current  roadway  conditions  would  remain 
unchanged  with  potential  temporary 
increases  in  traffic  during 
construction/demolition 

•  Pedestrian  access  from  the  airmen 
dormitories  to  the  MOFMC  would  be 
improved 

•  Current  roadway  conditions  and 
pedestrian  access  would  remain 
unchanged. 

Socioeconomics 

•  Construction  activity  would  provide  short 
term  socioeconomic  benefit,  but  no  long 
term  increase  in  employment  beyond  that 
already  planned. 

•  No  changes  to  existing  socioeconomic 
resources. 

Environmental  Justice 
and  Protection  of 
Children 

•  There  are  no  residences  and  therefore  no 
adverse  impacts  to  low  income  or  minority 
populations  in  the  project  area. 

•  No  increase  in  risk  to  the  health  or  safety 
of  children. 

•  There  are  no  residences  and  therefore 
no  adverse  impacts  to  low  income  or 
minority  populations  in  the  project 
area. 

•  No  increase  in  risk  to  the  health  or 
safety  of  children. 

Cultural  Resources 

•  There  are  no  eligible  properties  within  the 
project  area. 

•  No  change  to  the  existing  conditions. 

Biological  Resources 

•  No  adverse  impacts  to  native  vegetation, 
wildlife,  or  special-status  species. 

•  No  change  to  existing  biological 
resources. 

Water  and  Soil 
Resources 

•  No  impact  to  wetlands  or  waters  of  the 

U.S. 

•  No  impact  to  floodplains. 

•  Temporary  increase  in  potential  for  water 
and  wind  erosion  during  construction. 

•  Impacts  would  be  minimized  by  use  of 
best  management  practices  required  by 
the  base  and  permits. 

•  No  change  to  existing  conditions. 
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Comparison  of  Alternatives  by  1 

Resource 

Resource  Category 

Proposed  Action 

No  Action  Alternative 

Air  Quality 

•  Construction  impacts  would  be  temporary 
and  insufficient  to  require  a  general 
conformity  determination. 

•  No  impacts  to  regional  air  quality. 

•  No  change  to  current  air  quality. 

Hazardous  Materials 
and  Waste 

•  No  changes  to  the  generation,  collection, 
or  disposal  of  hazardous  materials, 
medical  wastes,  or  other  waste  streams. 

•  No  ERP  sites  would  be  disturbed. 

•  Temporary  generation  of  construction  and 
demolition  wastes 

•  No  changes  to  the  generation, 
collection,  or  disposal  of  hazardous 
materials,  medical  wastes,  or  other 
waste  streams. 

•  No  generation  of  construction  waste  or 
demolition  debris. 

Visual  Resources 

•  No  change  to  visual  resources. 

•  No  change  to  existing  visual  resources. 

Noise 

•  Construction  impacts  would  be  temporary 
and  localized  to  the  project  site. 

•  Newly  constructed  facilities  would  include 
noise  attenuation  in  accordance  with 
existing  Air  Installation  Compatible  Use 
Zone  (AICUZ)  requirements. 

•  No  changes  to  existing  noise 
conditions. 
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1 .0  Purpose  of  and  Need  for  Action 

1.1  Introduction 

Nellis  Air  Force  Base  (AFB)  has  prepared  this  Environmental  Assessment  (EA)  to  comply  with  the  National 
Environmental  Policy  Act  (NEPA)  of  1969  (PL  91-190;  42  USC  4321-  4347),  as  amended.  Preparation  of  this 
EA  followed  regulations  and  instructions  established  in  32  CFR  Part  989,  Environmental  Impact  Analysis  Process 
(EIAP)  for  the  USAF,  and  40  CFR  1500  -  1508,  Council  on  Environmental  Quality  (CEQ).  This  EA  evaluates 
the  potential  environmental  impacts  of  activities  associated  with  the  proposed  master-planned  projects  at  the  Mike 
O’ Callaghan  Federal  Medical  Center  (MOFMC)Campus  on  Nellis  AFB. 

1.2  Background 

Nellis  AFB,  Air  Combat  Command  (ACC),  United  States  Air  Force  (USAF),  is  located  approximately  eight  (8) 
miles  northeast  of  Las  Vegas,  Nevada.  The  base  itself  covers  more  than  14,000  acres,  while  the  total  land  area 
occupied  by  Nellis  AFB  and  its  restricted  ranges  is  about  5,000  square  miles.  An  additional  7,700  square  miles  of 
airspace  north  and  east  of  the  restricted  ranges  are  also  available  for  military  flight  operations. 


Figure  1-1  -  Nellis  AFB  Location  Map 

Nellis  AFB,  named  in  honor  of  Lieutenant  William  Harrell  Nellis,  began  as  the  Las  Vegas  Army  Air  Field  in  late 
1941  and  was  closed  in  January  1947  following  the  end  of  the  World  War  II.  It  was  reopened  in  1949  as  Las 
Vegas  Air  Force  Base  for  advanced  pilot  training.  Today,  as  part  of  the  United  States  Air  Force  Warfare  Center 
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(USAFWC),  units  at  Nellis  AFB  continue  to  provide  training  for  composite  strike  forces  that  include  every  type 
of  aircraft  in  the  USAF  inventory,  along  with  air  and  ground  units  of  the  Army,  Navy,  Marines  and  air  units  from 
allied  nations.  The  57th  Wing  is  the  operational  element  of  the  center.  Other  USAFWC  units  at  Nellis  AFB  are 
the  99th  Air  Base  Wing  (ABW)  and  the  Nevada  Test  and  Training  Range  (NTTR),  along  with  the  53rd  Test  & 
Evaluation  Group  (53rd  Wing,  Eglin  AFB,  FL)  and  505th  Operations  Group  (505th  Command  &  Control  Wing, 
Hurlburt  Field,  FL). 

The  99th  Medical  Group  (MDG),  one  of  three  groups  under  the  99th  ABW,  provides  a  growing  range  of  medical 
services  to  Nellis  AFB  and  the  retiree  population  at  the  MOFMC.  The  MOFMC  is  a  94-bed  medical  treatment 
facility  opened  in  1994  and  operated  jointly  with  the  Department  of  Veterans  Affairs  (VA). 


Figure  1-2  -  Mike  O’Callaghan  Federal  Medical  Center  Location  Map 

The  mission  of  the  MOFMC  is  to  provide  world-class  prevention-focused,  quality  healthcare  that  delivers 
maximum  readiness.  The  99th  MDG  is  comprised  of  approximately  1,400  members  dedicated  to  providing 
preventive,  emergency  and  acute  care  services  for  approximately  22,000  active  duty  members  and  their 
dependants.  Health  care  services  are  also  provided  directly  or  coordinated  for  almost  50,000  retirees,  their 
dependents  or  other  eligible  beneficiaries  on  a  space-available  basis. 

The  USAF  provides  executive  oversight  of  the  facility,  staffs  all  outpatient  activities,  and  manages  38  of  the  beds 
for  Department  of  Defense  (DoD)  beneficiaries.  The  VA  manages  48  beds  and  provides  care  for  VA  inpatients 
admitted  from  the  medical  center  emergency  room  and  the  VA  Ambulatory  Care  Center  in  Las  Vegas,  Nevada. 
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The  USAF  and  the  VA  jointly  manage  8  beds  in  the  Intensive  Care  Unit  (ICU).  The  VA  is  planning  to  open  a 
new  hospital  off  Nellis  AFB  in  FY 12.  Subsequent  relocation  of  VA  services  and  staff  from  the  MOFMC  to  their 
new  facility  will  open  up  much  needed  area  for  internal  expansion  and  realignment  of  services  for  the  99th  MDG. 
The  MOFMC  will  continue  to  partner  with  the  VA  even  after  the  opening  of  the  new  VA  hospital  to  offer  world 
class  medical  care. 

1 .3  Purpose  of  the  Proposed  Action 

Because  the  Medical  infrastructure  and  facilities  at  Nellis  AFB  are  not  currently  meeting  the  mission 
requirements,  there  is  a  need  to  address  the  following  five  areas  of  deficiency  in  order  to  bring  these  medical 
facilities  up  to  expected  standards. 

1.3.1  Mike  O’Callaghan  Federal  Medical  Center 

The  purpose  of  the  Proposed  Action  in  this  deficiency  area  is  to  address  the  requirement  for  extensive  renovation 
to  modernize  the  existing  building  to  accommodate  mission  growth,  provide  sufficient  space  for  existing 
departments,  and  meet  current  medical  standards  of  care.  The  374,528  square-foot  MOFMC  is  currently 
undersized  for  its  authorized  manpower  and  mission.  Departments  operate  out  of  spaces  of  opportunity  not 
originally  designed  for  their  specific  function  resulting  in  inefficiencies  to  the  medical  training  facility  (MTF) 
operational  functions. 

As  the  99th  MDG  transitions  to  a  major  Air  Force  Medical  Service  medical  center,  it  is  receiving  additional 
manning  starting  in  FY1 1  to  support  expanded  as  well  as  new  service  lines.  The  expected  180+  additional  staff 
are  currently  arriving  and  are  compounding  the  existing  space  problems  in  the  constrained  facility. 

1.3.2  Medical  Education  &  Training  Facility 

The  purpose  of  the  Proposed  Action  in  this  deficiency  area  is  to  construct  a  new  Medical  Education  &  Training 
Facility  which  would  provide  a  permanent  and  efficient  training  location  for  that  portion  of  the  Education  and 
Training  department  not  accommodated  within  the  MOFMC  building.  The  Education  and  Training  flight 
provides  all  life  support,  emergency  medical  technician  (EMT),  and  self  aid  buddy  care  (SABC)  instructor 
training  to  the  medical  group  and  to  the  three  wings  and  tenant  units  at  Nellis  AFB.  The  flight  tracks  all  training 
accomplished  by  the  medical  group  to  include  medical  center  orientation/suicide  prevention/operation  security 
(OPSEC)/annual  training/nursing  and  non-nursing  licenses. 

The  Education  and  Training  flight  currently  operates  out  of  a  20-year-old  structure  (Bldg.  1305)  located  north  of 
the  MOFMC  building.  The  structure  was  originally  brought  to  Nellis  AFB  in  1992  as  a  construction  trailer  for 
use  during  construction  of  the  medical  center  building.  These  temporary  facilities  have  been  made  more 
permanent  with  the  addition  of  exterior  concrete  block  veneer  to  improve  appearance.  The  structure  was  not 
designed  to  accommodate  the  type  and  level  of  current  use  and  had  an  expected  operational  lifespan  of  between 
five  and  seven  years.  The  structure  has  failing  infrastructure  systems  that  are  well  beyond  their  designed  life 
spans  and  are  not  energy  efficient.  The  trailer  is  incompatible  with  providing  high  quality  training  and  cannot 
meet  the  mission  requirement  to  train  the  growing  clinical  staff. 

1.3.3  Medical  Center  Administration  Space 

The  purpose  of  the  Proposed  Action  in  this  deficiency  area  is  the  expansion  of  an  existing  warehouse  structure 
which  would  consolidate  Medical  Logistics  functions  on  the  MOFMC  campus,  creating  room  for  internal 
expansion  and  realignment  within  the  main  medical  center  structure  and  supporting  the  proposed 
Repair/Renovation  project.  Although  the  VA’s  departure  from  the  MOFMC  will  free  up  space  for  internal 
expansion  and  realignment  of  services,  the  nearly  1 80+  additional  staff  and  growth  in  medical  center  enrollment 
will  continue  to  challenge  the  space  allocation  and  use  within  the  medical  center  building.  Administrative 
personnel  not  having  patient  contact  responsibilities  utilize  space  that  could  be  used  more  effectively  for  medical 
center  or  clinical  functions.  In  fact,  housing  of  administrative  functions  outside  the  medical  center  environment  is 
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a  more  modern  standard  in  medical  center  operations.  Without  adequate  space  within  the  medical  center  for  these 
administrative  functions,  additional  administrative  space  is  necessary. 

1.3.4  Fisher  House 

The  purpose  of  the  Proposed  Action  in  this  deficiency  area  is  construction  of  a  modern  facility  to  provide  living 
quarters  for  the  families  of  long-term  patients  of  the  MOFMC.  The  Fisher  House  program  donates  facilities  to  the 
military  and  VA  that  provide  a  place  where  families  can  stay  together,  free  of  charge,  while  a  loved  one  is 
receiving  treatment.  Additionally,  the  Foundation  ensures  that  families  of  critically  ill  or  injured  service  men  and 
women  are  not  burdened  with  unnecessary  expense  during  a  time  of  crisis.  Since  inception,  the  program  has 
saved  military  and  veteran  families  an  estimated  $165  million  in  out  of  pocket  costs  for  lodging  and 
transportation.  Nellis  AFB  and  the  MOFMC  wish  to  provide  opportunity  for  construction  of  a  similar  facility  to 
benefit  the  families  of  patients  using  the  variety  of  services  provided  at  the  medical  center. 

1.3.5  Turnstile  Gate  and  Crosswalk 

The  purpose  of  the  Proposed  Action  in  this  deficiency  area  is  construction  of  a  turnstile  gate  and  crosswalk  to 
provide  airmen  easy  and  safe  pedestrian  access  to  the  MOFMC  campus  from  the  Main  Base  (Area  I)  south  of 
North  Las  Vegas  Boulevard.  A  crosswalk  exists  across  North  Las  Vegas  Boulevard  at  the  MOFMC  medical 
center  entrance,  however,  no  gate  in  the  perimeter  fence  allows  easy  access  to  the  crosswalk  and  the  MOFMC 
campus  from  the  dormitories  located  immediately  to  the  south. 

1 .4  Need  for  the  Proposed  Action 

The  MOFMC  is  inadequate  to  meet  growing  mission  requirements  for  the  99th  MDG.  Existing  facilities  are 
outdated  and  undersized,  no  facilities  exist  to  house  families  of  the  seriously  ill  and  injured,  and  no  safe  and  easy 
pedestrian  access  is  available  from  the  Main  Base.  The  proposed  action  is  required  to  correct  these  deficiencies. 


Page  1-4 


Chapter  1 :  Purpose  and  Need  for  the  Proposed  Action 
Mike  O’Callaghan  Federal  Medical  Center  Campus  Final  EA 


Mike  O’Callaghan  Federal  Medical  Center  Campus  Master  Plan  Improvements  Environmental  Assessment 


2.0  Proposed  Action  and  Project  Alternatives 

The  National  Environmental  Policy  Act  (NEPA)  of  1969,  as  amended  (P.L.  91-190,  42  U.S.C.  §§  4321  et.  seq.), 
requires  the  evaluation  of  the  Proposed  Action,  as  well  as  identification  and  review  of  reasonable  alternatives  to 
the  Proposed  Action  and  a  No  Action  Alterative.  The  No  Action  Alternative  means  the  proposed  project  would 
not  take  place  and  provides  an  environmental  baseline  against  which  impacts  of  the  Proposed  Action  and 
alternatives  can  be  compared.  This  chapter  includes  a  detailed  description  of  the  Proposed  Action,  No  Action 
Alternative,  alternatives  considered  and  measures  included  in  the  Proposed  Action  to  avoid,  minimize,  and 
mitigate  potential  environmental  impacts. 

2.1  Proposed  Action 

The  Proposed  Action  consists  of  several  individual  and  interrelated  elements  on  the  existing  MOFMC  campus 
that  are  proposed  to  be  constructed  over  the  next  three-year  period.  Construction  of  the  Fisher  House  is  currently 
unfunded,  but  would  be  expected  to  be  constructed  in  the  next  several  years. 


Figure  2-1  -  Project  Elements  of  the  Proposed  Action 

The  existing  MOFMC  building  would  be  renovated  to  accommodate  mission  growth,  provide  sufficient  space  for 
existing  departments,  and  meet  current  medical  standards  of  care. 

The  renovation  would  include  reorganization  and  use  of  vacated  VA  spaces  to  allow  reorganization  and  logical 
arrangement  of  and  access  between  departments.  The  reconfiguration  would  generally  consolidate  Administrative 
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Departments  to  the  basement,  outpatient  clinics  and  medical  center  diagnostics  to  the  first  floor,  surgical  services 
to  the  second  floor,  and  inpatient  services  to  the  third  floor.  The  third  floor  would  also  house  a  Women’s  Health 
center  including  labor  and  delivery,  post-partum,  OB/GYN,  and  mammography. 

The  reconfiguration  would  provide  for  the  following: 

Basement 

•  Administration 

•  DF AC/Nutritional  Medicine 

•  Logistics 

•  IM/IT 
1st  Floor 

•  Outpatient  &  Patient  Administration/Admitting 

•  Primary/Preventative  Care  Specialties 

•  Diagnostics  &  Ancillary  Care 

•  Emergency  Department  (with  access  to  2nd  and  3rd  Floors) 

2nd  Floor 

•  Surgery  Center  with  Adjacent  Surgery  Clinics 

•  Dialysis/Respiratory  Therapy 

•  Command-  IM/IT 

•  Dental 
3rd  Floor 

•  Nursing  Units  (with  access  to  2nd  Floor  Surgery  and  1 st  Floor  ED) 

•  Comprehensive  In-Patient  OB  Services  (labor  and  delivery,  Post  Partum,  and  Women’s  Health 
Center  with  OB/GYN  and  specialty  Women’s  Diagnostics) 

Appendix  A  includes  graphical  depiction  of  the  restructuring  and  the  logical  arrangement  and  access  between 
departments  to  be  gained. 

Interim  to  the  proposed  renovation  project,  a  modular  facility  would  be  constructed  for  use  by  the  growing 
medical  center  staff  during  the  repair  and  renovation  of  the  MOFMC  building.  The  temporary  structure  would 
remain  operational  until  improved  medical  center  facilities  are  complete  and  available  for  occupancy.  The 
temporary  facility  would  be  constructed  immediately  east  of  the  existing  MOFMC.  It  is  expected  that  Pediatric 
and  Surgery  clinics  would  occupy  these  facilities. 

The  temporary  facility  would  be  dismantled  and  removed  after  the  staff  using  these  facilities  is  relocated  to  the 
renovated  MOFMC  when  the  interim  space  is  no  longer  required.  The  site  footprint  would  be  restored  to  its 
existing  condition  after  removal  of  the  structure. 

2.1.2  Construct  New  Medical  Education  &  Training  Facility  near  Bldg  1300 

A  new  Medical  Education  &  Training  Facility  would  be  constructed  to  accommodate  existing  and  expanded 
medical  training  operations.  The  new  Medical  Education  &  Training  Facility  would  be  constructed  north  of  the 
existing  MOFMC  and  would  provide  nearly  4,000  square  feet  (SF)  of  administration,  training,  and  classroom  space. 
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Bldg  1305,  the  existing  Education  &  Training  facility  located  northwest  of  the  MOFMC  building,  would  be 
demolished  following  completion  of  the  medical  center  repair/renovation  project.  The  building  demolition,  and 
demolition  of  the  adjacent  antenna  shack,  would  provide  a  potential  opportunity  for  construction  of  additional 
parking.  The  antenna  shack  consists  of  a  small  structure  and  antennae  previously  used  by  a  private  contractor 
that  are  no  longer  in  use. 

2.1 .3  Construct  Warehouse  Addition 

An  addition  would  be  made  to  the  existing  warehouse  facility  located  north  of  the  MOFMC  building  to 
consolidate  Medical  Fogistics  functions  and  allow  additional  space  for  internal  expansion  and  realignment 
within  the  main  medical  center  structure.  The  proposed  addition  would  be  constructed  on  the  east  end  of  the 
existing  warehouse  structure. 

2.1.4  Construct  Fisher  House  on  MOFMC  Campus 

The  Fisher  House  would  be  constructed  near  the  front  entrance  to  the  MOFMC  building.  It  would  be  designed 
and  constructed  by  the  Fisher  House  Foundation  and  would  consist  of  between  8  and  21  suites,  with  private 
bedrooms  and  baths.  Families  would  share  a  common  kitchen,  laundry  facilities,  spacious  dining  room  and  an 
inviting  living  room  with  a  library  and  toys  for  children. 

2.1.5  Construct  Turnstile  Gate  and  Crosswalk 

Pedestrian  access  improvements  would  consist  of  construction  of  two  new  concrete  sidewalk  segments  from 
the  parking  lot  of  Dorm  727  to  the  existing  crosswalk  at  the  traffic  signal  on  North  Fas  Vegas  Boulevard. 

One  sidewalk  segment  would  extend  from  the  dorm  parking  lot  to  the  southern  curb  of  Mountain  Home  Road, 
which  runs  parallel  to  and  south  of  North  Fas  Vegas  Boulevard.  The  second  sidewalk  segment  would  extend 
from  the  northern  curb  of  Mountain  Home  Road  to  the  southern  shoulder  of  North  Fas  Vegas  Boulevard  at 
the  location  of  the  existing  pedestrian  crosswalk.  A  new  pedestrian  turnstile  in  the  perimeter  fence  would 
provide  access  between  the  sidewalk  segments.  A  new  crosswalk  and  signage  would  be  installed  at  the 
crossing  of  Mountain  Home  Road. 
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Figure  2-2  -  New  Pedestrian  Access 

2.2  Alternatives  Considered  but  not  Carried  Forward 

2.2.1  Replace  Mike  O’Callaghan  Federal  Medical  Center 

Construction  of  a  new  medical  center  facility  would  provide  opportunity  to  design  and  construct  a  modern,  state- 
of-the-art  facility  with  adequate  space  to  accommodate  all  of  the  existing  medical  center  functions  and  services 
with  capacity  for  future  growth  in  staff  and  facility  enrollees.  This  alternative  would  require  five  to  ten  years  of 
planning  and  budgeting  and  would  not  meet  the  immediate  needs  of  accommodating  growing  staff  and  new 
service  lines.  Further,  the  existing  structure  is  17  years  old,  approximately  in  the  middle  of  its  anticipated  40-year 
average  life  cycle.  Cost  analysis  for  this  alternative  indicates  that  return  on  investment  would  be  substantially 
diminished.  Thus,  this  alternative  was  removed  from  further  consideration. 

2.2.2  Expand  Existing  Mike  O’Callaghan  Federal  Medical  Center 

The  existing  medical  center  building  is  structurally  incapable  of  supporting  vertical  expansion.  Horizontal 
expansion  of  the  facility  would  be  structurally  feasible.  However,  the  VA  departure  from  select  spaces  within  the 
existing  medical  center  building  provides  the  opportunity  for  repurposing  the  vacated  space  within  the  existing 
structure  without  physical  expansion  of  the  medical  center.  Those  remaining  functions  that  cannot  be 
accommodated  within  the  existing  structure  include  Medical  Education  &  Training  and  some  medical  center 
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administration,  both  of  which  do  not  require  patient  contact  and  can  be  housed  in  separate  and  less  expensive 
facilities.  Cost  analysis  for  this  alternative  indicates  that  return  on  investment  would  be  substantially  diminished. 
Thus,  this  alternative  was  removed  from  further  consideration. 

2.2.3  Medical  Education  &  Training  Facility  on  Current  Site 

Construction  of  a  new  Medical  Education  &  Training  Facility  on  the  site  of  the  existing  temporary  structure 
would  leave  the  education  and  training  operations  without  facilities  for  the  length  of  the  construction.  This  would 
interrupt  accomplishment  of  training  the  growing  clinical  staff.  Thus,  this  alternative  was  removed  from  further 
consideration. 

2.2.4  Separate  Medical  Center  Administration  Space 

Construction  of  a  separate  facility  dedicated  to  Medical  Center  Administration  would  require  five  to  ten  years  of 
planning  and  budgeting  to  accomplish.  The  delay  would  not  meet  the  immediate  needs  to  accommodate  growing 
staff.  Thus,  this  alternative  was  removed  from  further  consideration. 

2.2.5  Fisher  House  Alternative  Sites 

Several  alternative  sites  for  the  Fisher  House  construction  were  evaluated,  but  dismissed  from  further 
consideration  in  preference  to  the  site  near  the  front  of  the  medical  center. 

2.2.5.1  Northwest  of  Medical  Center 

Construction  of  the  Fisher  House  on  or  near  the  site  of  the  existing  Medical  Education  &  Training  Facility  that 
would  be  removed  after  construction  of  the  new  facility  is  problematic  because  the  existing  medical  center 
loading  dock  creates  difficult  access  to  medical  center  services.  The  site  is  adjacent  to  warehouse  and  campus 
mechanical  facilities  incompatible  with  the  residential  use.  This  alternative  was  removed  from  further 
consideration  because  it  would  not  provide  safe  and  easy  access  to  the  medical  center  nor  reduction  in  potential 
environmental  impact  or  benefit  over  the  preferred  site. 

2.2.5.2  North/Northeast  of  Medical  Center 

Construction  of  the  Fisher  House  north  or  northeast  of  the  medical  center  is  also  incompatible  with  adjacent 
industrial  uses.  It  would  be  isolated  from  easy  access  to  medical  center  services  with  the  nearest  access  being 
through  the  Emergency  Department.  This  location  also  blocks  future,  long-term  horizontal  expansion  capabilities 
for  the  existing  MOFMC.  This  alternative  was  removed  from  further  consideration  because  it  would  not  provide 
easy  access  to  the  medical  center  nor  reduction  in  potential  environmental  impact  or  benefit  over  the  preferred  site. 

2.2.5.3  East  of  Medical  Center 

Construction  of  the  Fisher  House  east  of  the  medical  center  would  take  up  scarce  parking  area  and  would  be 
incompatible  with  long-term  plans  for  medical  center  expansion.  This  alternative  was  removed  from  further 
consideration  because  it  would  not  provide  reduction  in  potential  environmental  impact  or  benefit  over  the 
preferred  site. 

2.2.5.4  Southeast  of  Medical  Center 

Construction  of  the  Fisher  House  southeast  of  the  medical  center  would  take  up  scarce  parking  area  and  could  be 
incompatible  with  adjacent  industrial  uses  to  the  east.  This  alternative  was  removed  from  further  consideration 
because  it  would  not  provide  reduction  in  potential  environmental  impact  or  benefit  over  the  preferred  site. 

2.2.5.5  Southwest  of  Medical  Center 

Construction  of  the  Fisher  House  southwest  of  the  medical  center  would  be  compatible  with  adjacent  land  uses 
and  provide  access  to  the  medical  center  entrance.  However,  this  alternative  is  at  greater  distance  from  the 
medical  center  than  the  preferred  location  and  would  take  up  scarce  parking  area.  This  alternative  was  removed 
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from  further  consideration  because  it  would  not  provide  reduction  in  potential  environmental  impact  or  benefit 
over  the  preferred  site. 


Figure  2-3  -  Alternative  Locations  Considered  for  the  Fisher  House 

2.3  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  the  construction  of  no  new  facilities  at  the  MOFMC  campus.  The  No 
Action  Alternative  would  include  routine  maintenance  of  existing  facilities  in  their  current  positions  to 
accommodate  continued  operations  at  the  medical  center.  This  alternative  does  not  meet  the  purpose  and  need  of 
the  proposed  project.  However,  in  accordance  with  NEPA  requirements,  the  “No  Action”  Alternative  is  evaluated 
in  the  EA  to  serve  as  a  baseline  for  comparison  to  the  Proposed  Action. 

2.4  Regulatory  Compliance  and  Permit  Requirements 

This  EA  is  prepared  in  compliance  with  the  National  Environmental  Policy  Act  (NEPA)  of  1969,  as  amended 
(Public  Law  [PL]  91-190,  42  U.S.C.  §§  4321  et.  seq.),  the  Council  on  Environmental  Quality  (CEQ)  Regulations 
for  Implementing  the  Procedural  Provisions  of  NEPA  (40  Code  of  Federal  Regulations  [CFR]  1500-1508,  1993), 
and  Air  Force  Instruction  (AFI)  32-7061,  the  Environmental  Impact  Analysis  Process  which  is  implemented  by 
32  C.F.R.  Part  989.  NEPA  (PL  91-190,  1969)  requires  federal  agencies  to  consider  environmental  consequences 
of  all  proposed  actions  in  their  decision-making  process.  The  intent  of  the  NEPA  is  to  protect,  restore,  or  enhance 
the  environment  through  a  well-informed  decision-making  process.  The  CEQ  was  established  under  NEPA  to 
implement  and  oversee  federal  policy  in  this  process.  To  this  end,  the  CEQ  issued  the  Regulations  for 
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Implementing  the  Procedural  Provisions  of  NEPA  (40  CFR  1500-1508,  1993).  Other  federal  statutes  that  may 
apply  to  the  Proposed  Action  are  listed  in  Table  2-1. 


Table  2-1 

Other  Major  Federal  Environmental  Statutes,  Regulations, 
and  Executive  Orders  Applicable  to  Federal  Projects 

Environmental 

Resource 

Statutes 

Air 

Clean  Air  Act  ( CAA)  of  1970  (PL  95-95),  as  amended  in  1977  and  1990  (PL  91-604);  U.S. 
Environmental  Protection  Agency  (USEPA),  Subchapter  C-Air  Programs  (40  CFR  52-99) 

Noise 

Noise  Control  Act  of  1972  (PL  92-574)  and  Amendments  of  1978  (PL  95-  609);  USEPA, 
Subchapter  G-Noise  Abatement  Programs  (40  CFT  201-211) 

Water 

Federal  Water  Pollution  Control  Act  (FWPCA)  of  1972  (PL  92-500)  and  Amendments; 

Clean  Water  Act  (CWA)  of  1977  (PL  95-217);  USEPA,  Subchapter  D-Water  Programs  (40 
CFR  100-149);  Water  Guality  Act  of  1 987  ( PL  100-4);  USEPA,  Subchapter  N-Effluent 
Guidelines  and  Standards  (40  CFR  401-471);  Safe  Drinking  Water  Act  (SDWA)  of  1972 
(PL  95-523)  and  Amendments  of  1986  (PL  99-339);  USEPA,  National  Drinking  Water 
Regulations  and  Underground  Injection  Control  Program  (40  CFR  141-149) 

Land 

Federal  Land  Policy  and  Management  Act  (FLPMA)  of  1976  (PL  94-579);  Military  Lands 
Withdrawal  Act  (PL  99-606);  Land  Withdrawal  Regulations  (43  CFR  2300);  Southern 
Nevada  Public  Land  Management  Act  of  1988  (PL  105-263) 

Biological 

Resources 

Migratory  Bird  Treaty  Act  of  1918;  Fish  and  Wildlife  Coordination  Act  of  1958  (PL  85-654); 
Sikes  Act  of  1960  (PL  86-97)  and  Amendments  of  1986  (PL  99-561)  and  1997  (PL  105-85 
Title  XXIX);  Endangered  Species  Act  of  1973  (PL  93-205)  and  Amendments  of  1988  (PL 
100-478);  Fish  and  Wildlife  Conservation  Act  of  1980  (PL  96-366);  Lacey  Act 

Amendments  of  1981  (PL  97-79) 

Wetlands  and 
Floodplains 

Section  401  and  404  of  the  Federal  Water  Pollution  Control  Act  of  1972  (PL  92-500); 
USEPA,  subchapter  D-Water  Programs  40  CFR  100-149  (105  ref);  Floodplain 

Management -1977  (Executive  Order  [EO]  11988);  Protection  of  Wetlands-1977  (EO 
11990);  Emergency  Wetlands  Resources  Act  of  1986  (PL  99-645);  North  American 
Wetlands  Conservation  Act  of  1989  (PL  101-  233) 

Cultural 

Resources 

National  Historic  Preservation  Act  (NHPA)  of  1966  (16  United  States  Code  [USC]  470  et 
seq.)  (PL  89-665)  and  Amendments  of  1980  (PL  96-515)  and  1992  (PL  102-575); 

Protection  and  Enhancement  of  the  Cultural  Environment-1971  (EO  11593);  Indian 

Sacred  Sites-1966  (EO  13007);  American  Indian  Religious  Freedom  Act  (AIRFA)  of  1978 
(PL  95-341 );  Antiquities  Act  of  1906;  Archaeological  Resources  Protection  Act  (ARPA)  of 
1979  (PL  96-95);  Native  American  Graves  Protection  and  Repatriation  Act  (NAGPRA)  of 
1990  ( PL  101-601) 

Solid/Hazardous 
Materials  and 
Waste 

Resource  Conservation  and  Recovery  Act  of  1976  (PL  94-5800),  as  Amended  by  PL  IDO- 
582;  USEPA,  subchapter  1-Solid  Wastes  (40  CFR  240-280);  Comprehensive 

Environmental  Response,  Compensation,  and  Liability  Act  of  1980  (42  USC  9601)  (PL  96- 
510);  Toxic  Substances  Control  Act  (PL  94-496);  USEPA,  Subchapter  R  Toxic 

Substances  Control  Act  (40  CFR  702-799);  Federal  Insecticide,  Fungicide,  and 

Rodenticide  Control  Act  (40  CFR  162-180);  Emergency  Planning  and  Community  Right- 
to-Know  Act  (40  CFR  300-399) 

Environmental 

Justice 

Federal  Action  to  Address  Environmental  Justice  in  Minority  Populations  and  Low-Income 
Populations  (EO  12898);  Protection  of  Children  from  Environmental  Health  Risks  and 

Safety  risks  (EO  13045) 

The  following  permits  would  be  required  should  the  Proposed  Action  be  implemented. 

Demolition-.  An  Clark  County  Surface  Disturbance  Permit  would  be  required  from  Clark  County  if  the  demolition 
activities  cause  0.25  acre  or  more  of  topsoil  disturbance.  The  Clark  County  Surface  Disturbance  Permit  would  be 
applied  for  by  Nellis  AFB  prior  to  the  demolition  activities.  In  addition,  a  Demolition  Form  is  to  be  completed 
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and  submitted  before  a  building  or  structure  is  to  be  demolished.  If  the  building  or  structure  contains  friable 
asbestos-containing  materials,  the  NESHAP  Notification  of  Asbestos  Abatement  Form  (ASB01)  must  be 
completed  and  submitted  to  Clark  County,  Department  of  Air  Quality  &  Environmental  Management  (DAQEM). 
This  form  would  not  be  accepted  for  reporting  the  removal  or  encapsulation  of  friable  asbestos-containing 
materials  from  buildings  or  structures  scheduled  for  demolition.  This  form  is  to  be  received  by  the  DAQEM  no 
less  than  10  working  days  before  the  demolition  project  is  scheduled. 

Asbestos  and  Lead-Based  Paint  Removal  and  Disposal :  Prior  to  demolition  or  additions  to  buildings,  asbestos 
surveys  are  required  by  AFI  32-1052  Facility  Asbestos  Management.  For  the  removal  of  asbestos,  a  notification 
process  with  Clark  County,  the  state  health  board,  the  USEPA,  and  the  base  asbestos  and  lead-based  paint 
coordinator  is  required.  Removal  would  be  contracted  out  to  state-certified  and  licensed  contractors.  Contractors 
would  obtain  the  necessary  permits  for  the  removal,  handling,  and  transportation  of  asbestos.  Contractors  must 
have  access  to  a  permitted  landfill  for  disposal  of  asbestos. 

Stormwater:  Under  the  Proposed  Action,  the  Nellis  AFB  Water  Quality  Program  Manager  would  update 
applicable  base  permits  and  assist  in  obtaining  ah  stormwater-related  permits  for  new  construction.  Nellis  AFB 
would  need  to  reevaluate  its  National  Pollutant  Discharge  Elimination  System  permit  and  Stormwater  Pollution 
Prevention  Plans  to  ensure  compliance. 

Aviation  Safety:  FAA  Form  7460  must  be  submitted  to  the  Federal  Aviation  Administration  (FAA)  through  OE- 
AAA  system  prior  to  initiation  of  construction.  Additionally,  coordination  with  the  57th  Wing  Airspace  and  563rd 
Rescue  Group  should  be  conducted  to  ensure  construction  does  not  impede  ability  for  emergency  landings  at 
Medical  Center  or  helicopter  operations  in  Area  I.  Coordination  with  57  OSS  (TERPS)  and  Airfield  Management 
should  also  be  conducted  to  ensure  no  impacts  to  flying  operations  or  intrusions  into  imaginary  surfaces  in 
accordance  with  UFC  3-260-01  para  1.2.2,  1.9,  attachment  6  and  CFAR  Part  77. 

Nevada  Department  of  Transportation.  The  Nevada  Department  of  Transportation  (NDOT)  would  require  an 
Encroachment  Permit,  a  type  of  Occupancy  Permit,  for  sidewalk  construction  within  the  right-of-way  of  North 
Las  Vegas  Boulevard.  The  Encroachment  Permit  would  be  applied  for  by  Nellis  AFB  prior  to  construction  of  the 
proposed  pedestrian  improvements.  The  permit  application  would  require  a  site  plan  depicting  the  proposed 
improvements  and  coordination  with  the  NDOT  District  Traffic  Engineer.  Contact  in  advance  of  construction 
would  also  be  required  to  activate  the  permit. 


Table  2-2 

Summary  of  Review  and  Permit  Requirements 

Resource 

Permit  Title 

Administering  Agency 

Air  Quality 

Dust  Control  Permit;  Authority  to 
Construct/Operating  Permit  (ATC/OP) 

Clark  County  Department  of  Air  Quality 
and  Environmental  Management 
(DAQEM)  for  Air  Quality  Resources 

Air  Quality 

Clark  County  Surface  Disturbance 

Permit 

Clark  County  Department  of  Air  Quality 

Storm  water 

National  Pollution  Discharge  Elimination 
System  (NPDES)  Stormwater  Discharge 
Permit 

Nevada  Department  of  Environmental 
Protection 

Aviation  Safety 

Review  and  compliance  per  UFC  3-260- 
01  para  1.2.2,  1.9,  attachments  and 
CFAR  Part  77 

USAF  and  FAA 

Transportation 

Permanent  Encroachment/Right-of-Way 
Permit 

Nevada  Department  of  Transportation 
(NDOT) 
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3.0  Affected  Environment 

NEPA  requires  focused  analysis  of  the  areas  and  resources  potentially  affected  by  an  action  or  alternative.  This 
chapter  provides  a  description  of  the  existing  environmental  conditions  of  the  project  area  and  describes  the 
existing  baseline  conditions  of  resources  potentially  affected  or  created  by  the  Proposed  Action. 

3.1  Affected  Environment 

The  Proposed  Action  affects  the  area  within  the  MOFMC  campus,  an  area  essentially  bounded  by  Hospital  Drive 
and  that  area  between  Hospital  Drive  and  Stafford  Drive  on  the  north  side  of  the  medical  campus.  The  area 
encompasses  34.8  acres  within  Area  III  of  Nellis  AFB. 


Figure  3-1  -  Study  Area 
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3.2  Land  Use 

The  project  area  is  fully  developed  as  the  MOFMC  campus.  The  MOFMC  building  is  located  near  the  center  of 
the  medical  campus  and  is  surrounded  by  paved  parking  areas  within  the  Hospital  Drive  loop.  The  medical  center 
loading  dock  and  access  is  located  on  the  north  side  of  the  medical  center  building.  A  designated  landing  area  for 
emergency  helicopters  is  located  outside  the  Emergency  entrance  of  the  MOFMC.  This  landing  area  is  not  yet  in 
use,  awaiting  installation  of  proper  lighting. 

The  area  between  Hospital  Drive  and  Stafford  Drive  on  the  north  side  of  the  medical  campus  is  also  fully 
developed.  The  existing  Medical  Education  &  Training  Facility  and  associated  parking  area  is  located  north  of 
the  medical  center  building.  The  area  immediately  west  of  the  Medical  Education  &  Training  Facility  currently 
houses  a  small  building  and  several  satellite  antennas.  The  existing  mechanical  building  and  warehouse  structure 
is  located  to  the  east  of  the  Medical  Education  &  Training  Facility.  A  small  gravel  pad  immediately  east  of  the 
warehouse  (the  site  of  the  proposed  warehouse  expansion)  remains  vacant. 

Immediately  adjacent  land  use  includes  community  service  and  private  property  to  the  west,  outdoor  recreation  to 
the  northwest,  and  industrial  to  the  northeast.  The  Main  Base  (Area  I)  is  located  to  the  south,  south  of  North  Las 
Vegas  Boulevard,  including  the  airfield  and  most  base  functions. 

3.3  Utilities 

The  majority  of  Nellis  AFB  water  is  purchased  from  Southern  Nevada  Water  Authority  via  bulk-supply  lines 
from  Lake  Mead.  Nellis  AFB  also  draws  water  from  multiple  government-owned  and  operated  wells.  A  small 
quantity  is  also  purchased  from  the  City  of  North  Las  Vegas  Water  District.  All  water  sources  for  Nellis  AFB 
meet  USEPA  and  State  of  Nevada  standards. 

Nellis  AFB  discharges  approximately  1.5  million  gallons  per  day  (gpd)  of  sanitary  sewage  from  Nellis  AFB  to  the 
Clark  County  Water  Reclamation  District. 

The  primary  electric  power  supplier  to  Nellis  AFB  is  NV  Energy.  However,  25%  of  Nellis  AFB  electric  power  is 
purchased  from  Solar  Star  LLC,  owners  of  the  Nellis  AFB  solar  array,  constructed  in  2007,  and  10%  of  Nellis 
AFB  electric  power  is  purchased  from  Western  Area  Power  Administration  (hydroelectric).  A  back-up  system 
comprised  of  38  fixed  generators  and  an  additional  27  mobile  generators  provides  power  for  contingency  or 
emergency  operations  (NAFB,  2008). 

Southwest  Gas  Company  distributes  natural  gas  to  Nellis  AFB  primarily  for  the  heating  of  facilities.  The  actual 
gas  commodity  is  purchased  on  the  natural  gas  spot  market. 

3.4  T  ransportation 

Access  to  the  Mike  O’Callaghan  Federal  Medical  Center  campus  is  provided  by  Hospital  Drive  off  North  Las 
Vegas  Boulevard  in  the  northwest  portion  of  Nellis  AFB.  Hospital  Drive  forms  a  loop  around  the  medical 
campus,  encircling  the  medical  center  building  and  associated  parking  areas. 

Hospital  Drive  once  provided  access  directly  to  the  front  of  the  MOFMC  building.  However,  increases  in  security 
have  required  closure  of  portions  of  the  interior  roadway.  Access  to  the  front  of  the  building  is  afforded  through 
the  parking  areas  near  the  front  of  the  medical  center. 

In  addition  to  access  from  the  Hospital  Drive  loop,  access  to  the  northern  portion  of  the  project  area,  including  the 
existing  Medical  Education  &  Training  Facility,  is  also  available  via  Stafford  Drive  which  extends  west  from 
Range  Road  north  of  the  existing  Medical  Education  &  Training  Facility  and  antenna  shack.  Access  from  the  east 
is  available  via  Range  Road  and  Loring  Drive. 
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Pedestrian  access  to  the  MOFMC  is  provided  by  two  concrete  sidewalks  located  along  either  side  of  the  medical 
center  entrance  road  and  extending  north  to  the  medical  center  entrance.  A  concrete  sidewalk  is  located  along  the 
north  side  of  North  Las  Vegas  Boulevard.  Pedestrian  access  across  North  Las  Vegas  Boulevard  is  provided  by  a 
crosswalk  at  the  intersection  with  the  medical  center  entrance. 

3.5  Socioeconomics 

Socioeconomics  is  defined  as  the  social  and  economic  activities  associated  with  the  human  environment, 
particularly  population  and  economic  activity. 

According  to  the  U.S.  Census  Bureau,  there  are  no  residents  within  the  project  area  (U.S.  Census  Bureau,  2010). 

Nellis  AFB,  along  with  Creech  AFB  and  the  NTTR,  is  among  the  area's  largest  employers  with  a  workforce  that 
totaled  13,776  personnel  in  FY  2010  (NAFB  2010).  The  types  of  personnel  included  9,410  active  duty  military, 
3,435  non-appropriated  contract  civilians  and  private  business  employees,  and  931  appropriated  civilians.  The  total 
annual  payroll  expenditures  in  FY  2010  were  more  than  $1,152  million.  Further,  the  USAF  estimates  that  the 
economic  stimulus  of  Nellis  AFB  created  approximately  6,416  secondary  jobs  in  the  civilian  economy,  generating 
nearly  $257  million  in  the  local  region.  Nellis  AFB  also  purchases  considerable  quantities  of  goods  and  services 
from  local  and  regional  firms.  In  total,  Nellis  AFB  contributed  over  $5  billion  to  the  local  economy  in  FY  2010. 
Also  generating  substantial  economic  activity  are  over  27,700  military  retirees  who  receive  and  spend  payrolls 
exceeding  $645  million  in  the  region  (NAFB  2010).  As  one  of  the  single  largest  government  employers  in  Clark 
County,  Nellis  AFB  and  its  continuing  operations  represent  a  significant  source  of  regional  economic  activity. 

3.6  Environmental  Justice  and  Protection  of  Children 

In  1994,  EO  12898,  Federal  Actions  to  Address  Environmental  Justice  in  Minority  and  Low-Income  Populations, 
was  issued  to  focus  attention  of  federal  agencies  on  human  health  and  environmental  conditions  in  minority  and 
low-income  communities  and  to  ensure  that  disproportionately  high  and  adverse  human  health  or  environmental 
effects  on  these  communities  were  addressed.  In  1997,  EO  13045,  Protection  of  Children  from  Environmental 
Health  Risks  and  Safety  Risks  (Protection  of  Children),  was  issued  to  ensure  the  protection  of  children. 

Environmental  justice  addresses  the  disproportionate  effect  of  a  federal  action  on  low-income  or  minority 
populations.  There  are  no  permanent  residents  and  therefore,  no  minority  populations  or  low-income  households 
residing  in  the  project  area. 

3.7  Cultural  Resources 

Section  106  of  the  National  Historic  Preservation  Act  of  1966  requires  that  Federal  agencies  take  into  account  the 
effects  of  their  undertakings  on  historic  properties.  A  Class  III  Inventory  of  222  acres  in  Area  II  and  300  acres  in 
Area  III  of  Nellis  AFB  was  conducted  in  2000  to  identify  and  evaluate  cultural  resource  properties  according  to 
36  CFR  800.4  (NAFB,  2000).  The  determination  included  one  site  for  eligibility  in  Area  II,  three  miles  northeast 
of  the  medical  center  complex.  The  medical  center  complex  is  not  considered  within  the  Area  of  Potential  Effect 
for  preservation  of  the  site.  The  State  Historic  Preservation  Office  (SHPO)  concurred  with  the  determination  on 
12  April  2001  (see  letter  dated  3  January  2001  in  Appendix  B).  There  are  no  eligible  properties  within  the  area  of 
the  medical  center  complex. 

3.8  Biological  Resources 

The  developed  nature  of  the  project  area  limits  opportunity  for  native  habitat  and  associated  native  vegetation  and 
wildlife.  The  Integrated  Natural  Resource  Management  Plan  for  Nellis  Air  Force  Base  (NAFB  2007)  includes 
descriptions  of  the  natural  resources  on  the  Nellis  AFB. 
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3.8.1  Vegetation 

The  Integrated  Natural  Resource  Management  Plan  (INRMP)  describes  the  desert  scrub  creosote  bush/white 
bursage  community  that  is  characteristic  of  much  of  the  Mojave  Desert  and  can  still  be  observed  in  less  developed 
areas  of  Nellis  AFB.  The  project  area  is  fully  developed  leaving  no  remaining  native  habitats  intact.  Vegetation 
in  the  project  area  is  limited  to  narrow  areas  of  manicured  grass  along  walkways  and  ornamental  shrubs  in 
xeriscapes  between  structures  and  parking  areas. 

3.8.2  Wildlife 

The  developed  nature  of  the  project  area,  as  well  as  the  location  of  Nellis  AFB  adjacent  to  metropolitan  Las  Vegas, 
limits  wildlife  use  to  those  adapted  to  high  levels  of  human  activity  and  disturbance.  Developed  areas,  including  the 
project  area,  contain  mainly  common  bird  species  including  house  finch  and  house  sparrow.  Open  spaces,  such  as 
the  golf  course,  are  frequented  by  American  coot  (Fulica  americana),  homed  lark  (Eremophila  alpestris),  great¬ 
tailed  grackle  (Quiscalus  mexicanus),  and  domestic  geese  and  ducks.  The  areas  with  the  most  diverse  wildlife  are 
those  containing  native  desert  scmb  vegetation,  mostly  located  in  clear  zones  in  Area  II,  attract  coyote  (Canis 
latrans),  Gambel’s  quail  (Callipepla  gambelii),  mourning  dove  (Zenaida  macroura),  desert  spiny  lizard  (Scelopoms 
magister),  and  side-blotched  lizard  (Uta  stansburiana)  (NAFB,  2007). 

3.8.3  Rare  Species 

The  INRMP  identifies  five  sensitive  animal  species  that  have  been  observed,  or  which  may  occur,  on  Nellis  AFB. 
Of  the  five,  only  the  desert  tortoise  (Gophems  agassizii)  is  federally-listed  as  threatened,  and  therefore  is  protected 
under  the  Endangered  Species  Act  (ESA).  The  western  burrowing  owl  (Athene  cunicularia)  is  a  former  USFWS  C- 
2  species  and  species  of  concern.  The  chuckwalla  (Sauromalus  obesus)  is  a  former  federal  species  of  concern,  and 
the  phainopepla  (Phainopepla  nitens)  is  a  State  of  Nevada  protected  species.  The  banded  Gila  monster  (Heloderma 
suspectum  cinctum)  is  a  State  of  Nevada  protected  species  and  a  U.S.  Bureau  of  Land  Management  (BLM) 
sensitive  species.  The  project  area  contains  no  habitat  to  support  any  of  these  sensitive  animal  species. 

The  Las  Vegas  bearpoppy  (Arctomecon  californica)  and  Las  Vegas  buckwheat  (Eriogonum  corymbosum)  are  two 
Federal  species  of  concern  present  on  Nellis  AFB.  A  conservation  area  containing  the  largest  Las  Vegas 
bearpoppy  and  Las  Vegas  buckwheat  populations  on  Nellis  AFB  has  been  established  in  Area  III  (NAFB,  2007) 
approximately  one  mile  northwest  of  the  project  area.  The  project  area  contains  no  habitat  to  support  these 
sensitive  plant  species. 

3.9  Water  and  Soil  Resources 

Nellis  AFB  lies  in  the  southern  portion  of  the  Las  Vegas  Valley  within  the  Colorado  River  Basin.  No  natural 
surface  waters  or  perennial  streams  exist  on  Nellis  AFB.  Ephemeral  streams  occur  on  Nellis  AFB,  but  are  located 
east  of  the  airfield  approximately  two  miles  southeast  of  the  project  area. 

No  natural  lakes  or  other  open  bodies  of  water  are  found  on  Nellis  AFB.  Seven  man-made  ponds  are  found 
within  the  boundary  of  Nellis  AFB  on  the  Sunrise  Vista  Golf  Course  located  approximately  two  miles  south  of  the 
project  area  south  of  the  airfield. 

No  surface  water  resources  are  present  within  the  project  area.  Natural  surface  water  is  scarce  in  the  project  area. 
Average  annual  precipitation  is  approximately  4  inches  and  evaporation  rates  have  been  estimated  at 
approximately  58  to  69  inches  per  year. 

3.9.1  Floodplains 

A  100-year  floodplain  lies  adjacent  to  the  southeastern  portion  of  the  golf  course  more  than  two  miles  south  of 
the  project  area.  No  100-year  floodplains  occur  within  the  developed  portions  of  Nellis  AFB,  including  the 
project  area  (NAFB,  2008). 
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3.9.2  Wetlands 

Wetlands  are  defined  in  Executive  Order  11990  as  “areas  that  are  inundated  or  saturated  by  surface  water  or 
ground  water  at  a  frequency  and  duration  sufficient  to  support,  and  that  under  normal  circumstances,  do  support  a 
prevalence  of  vegetation  or  aquatic  life  typically  adapted  for  saturated  soil  conditions.” 

The  only  waters  on  Nellis  AFB  that  could  be  considered  wetlands  are  the  golf  course  ponds.  However,  United 
States  Army  Corps  of  Engineers  (USACE)  personnel  have  determined  that  these  man-made  water  sources  are  not 
subject  to  wetlands  protection  under  the  provisions  of  the  Clean  Water  Act  (CWA)  because  they  are  man-made 
and  the  water  source  is  not  natural  (NAFB,  2007). 

3.9.3  Soils 

Nellis  AFB  lies  primarily  on  two  types  of  soil,  the  Las  Vegas-Destazo  soil  complex  and  the  Las  Vegas-  Skyhaven 
soil  complex  (USDA  1985);  the  project  area  is  comprised  of  the  former.  These  are  alluvial  soils  common  in  the 
Las  Vegas  Valley  basin  that  contain  very  fine  soil  particles  that  can  be  subject  to  erosion.  Erosion  from 
precipitation  and  runoff  is  minimal  in  the  project  area  because  of  the  flat  topography.  However,  ground 
disturbance  during  construction  could  lead  to  wind  erosion  (NAFB,  2007). 

3.10  Air  Quality 

The  Clean  Air  Act  (CAA)  established  National  Ambient  Air  Quality  Standards  (NAAQS)  for  six  pollutants,  termed 
“criteria  pollutants”.  The  six  “criteria”  pollutants  include  ozone  (03),  carbon  monoxide  (CO),  nitrogen  dioxide 
(N02),  sulfur  dioxide  (S02),  particulate  matter  (PM)  less  than  10  and  2.5  microns  (PM10  and  PM2.5),  and  lead 
(Pb).  The  Nevada  Division  of  Environmental  Protection  (NDEP),  Bureau  of  Air  Quality  (BAQ)  has  adopted  the 
NAAQS,  with  several  exceptions  and  additions:  the  state  annual  S02  standard  is  more  stringent  than  the  national 
standard;  Nevada  has  added  an  8-hour  CO  standard  specific  to  elevations  greater  than  5,000  feet  above  mean  sea 
level;  and  Nevada  has  added  standards  for  visibility  impairment  and  1-hour  hydrogen  sulfide  (H2S)  concentrations. 

Conditions  in  the  Las  Vegas  Valley  exceed  federal  air  quality  standards  for  CO  on  a  seasonal  basis  and  a  portion 
of  the  Las  Vegas  Valley,  including  the  portion  of  Clark  County  in  which  Nellis  AFB  is  located,  is  designated  as 
nonattainment  for  CO,  particulate  matter,  and  8-hour  ozone.  The  USEPA  classified  the  Las  Vegas  Valley  area  as 
a  "serious”  nonattainment  area  for  PM10  and  CO.  It  is  basic  (subpart  1)  nonattainment  for  8-hour  ozone  whose 
precursor  pollutants  are  NOx  and  VOCs.  The  Clark  County  Board  of  Commissioners  developed  State 
Implementation  Plans  (SIP)  for  CO  and  PM  10. 

Improvements  in  air  quality  in  the  Las  Vegas  Valley  have  been  achieved.  The  USEPA  determined  in  2005  that  the 
Valley  was  in  attainment  for  CO  and  a  request  was  made  in  2008  for  formal  redesignation.  (Clark  County 
DAQEM,  2008).  The  USEPA  approved  the  CO  Maintenance  Plan  and  request  for  redesignation  in  September  2010 
(USEPA  2010).  USEPA  determined  in  August  2010  that  the  Las  Vegas  Valley  had  reached  attainment  for  PM  10  by 
the  applicable  date  of  December  31,  2006.  The  Valley  remains  in  serious  nonattainment  for  PM10  until  Nevada 
meets  the  CAA  requirements  for  redesignation  to  attainment  (USEPA  2010b).  Clark  County  submitted  their  Ozone 
Early  Progress  Plan  to  USEPA  in  July  2008  and  in  May  2009  the  USEPA  found  the  information  sufficient  to 
demonstrate  progress  towards  attainment  (USEPA  2009).  Clark  County  submitted  the  Ozone  Redesignation 
Request  and  Maintenance  Plan  to  USEPA  in  March  2011  (CC  DAQEM  2011).  Upon  USEPA  approval,  emissions 
goals  contained  therein  will  be  regulated  by  the  County. 

Ground-based  air  emissions  at  Nellis  AFB  are  primarily  generated  from  aviation  activities  including  maintenance 
shops,  aerospace  ground  equipment  (AGE),  boilers,  and  paint  booths.  The  total  annual  CO,  PM10,  and  VOCs  and 
NOx  (ozone  precursors)  represent  a  fraction  of  one  percent  of  the  total  Clark  County  contribution  and  none  of  these 
pollutants  represents  a  substantive  contributor  to  nonattainment  for  the  Las  Vegas  Valley  area  (USAF,  201 1). 
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3.1 1  Hazardous  Materials  and  Waste 

The  Resource  Conservation  and  Recovery  Act  (RCRA)  is  the  culmination  of  a  long  series  of  pieces  of  legislation, 
dating  back  to  the  passage  of  the  Solid  Waste  Disposal  Act  of  1965,  which  addresses  the  problem  of  solid  waste 
disposal  and  eventually  evolved  into  an  expression  of  the  national  concern  with  the  safe  and  proper  disposal  of 
hazardous  waste.  Executive  Order  12088  as  amended,  directs  federal  agencies  to  comply  with  applicable  federal, 
state,  and  local  pollution  control  standards  when  implementing  their  actions. 

Nellis  AFB  generates  sufficient  RCRA  hazardous  waste  to  be  considered  a  large  quantity  generator  by  the  USEPA. 
A  variety  of  activities  on  Base  contribute  to  the  hazardous  waste  stream  including  aircraft  maintenance  and  support, 
civil  engineering,  and  printing  operations.  Basic  processes  and  waste  handling  procedures  for  general  aircraft 
maintenance  activities  are  identified  in  the  Nellis  AFB  Hazardous  Waste  Management  Plan  (Air  Force  2002). 

Environmental  Restoration  Program  (ERP)  sites  are  those  sites  where  contamination  occurred  prior  to  1985  and 
thus,  remediation  efforts  are  directed  by  the  Comprehensive  Environmental  Response,  Compensation,  and 
Liability  Act  (CERCLA),  commonly  known  as  Superfimd.  Remediation  measures  require  containment  and  could 
include  contaminant  removal  and  disposal.  ERP  sites  on  Nellis  AFB  include  abandoned  landfills,  underground 
contaminant  plumes,  and  ordnance  disposal  pits.  There  are  currently  nine  ERP  sites  in  active  remediation  on 
Nellis  AFB  (Air  Force,  2004b).  None  of  the  ERP  sites  are  within  or  near  the  project  area. 

Medical  and  biological  waste  at  the  MOFMC  is  collected  in  designated  areas  and  subject  to  sterilization  prior  to 
proper  disposal.  No  medical  or  biological  wastes  are  generated  at  the  Medical  Education  &  Training  Facility.  Solid 
waste  from  the  MOFMC  and  other  facilities  within  the  medical  campus  is  collected  and  disposed  of  in  a  licensed 
disposal  facility.  Solid  waste  collection  at  MOFMC  provides  for  separation  and  collection  of  recyclable  materials. 

3.12  Visual  Resources 

The  visual  landscape  of  the  project  area  is  a  developed,  urban  service  area  consisting  of  the  MOFMC  campus 
and  associated  parking  and  other  ancillary  structures  and  facilities.  Adjacent  areas  are  also  developed  into 
urban  uses,  including  residential  and  industrial  uses.  The  existing  buildings  and  parking  lots  in  the  MOFMC 
campus  include  exterior  lighting. 

3.13  Noise 

The  noise  environment  at  Nellis  AFB  is  dominated  by  the  sound  levels  from  flight  operations.  Sound  levels  from 
flight  operations  at  Nellis  AFB  exceeding  ambient  background  noise  typically  occur  only  beneath  main  approach 
and  departure  corridors  and  in  areas  immediately  adjacent  to  parking  ramps  and  aircraft  staging  areas. 

The  2004  Nellis  AFB  AICUZ  study  (USAF,  2004a)  identified  baseline  noise  levels  ranging  from  65  DNL  to 
greater  than  85  DNL.  Aircraft  noise  in  the  project  area  is  shown  by  the  2004  noise  contours  to  fall  between  70  to 
75  DNL.  According  to  the  Federal  Interagency  Committee  on  Urban  Noise  (1980),  noise  exposure  greater  than 
65  dB  DNL  is  considered  generally  unacceptable  over  public  services  or  residential,  cultural,  recreational,  and 
entertainment  areas.  Noise  levels  greater  than  65  DNL  have  been  found  to  be  compatible  with  on-base  conditions 
and  facilities  (USAF,  201 1),  however,  noise  attenuation  is  employed  in  accordance  with  existing  Air  Installation 
Compatible  Use  Zone  (AICUZ)  requirements  to  mitigate  noise  impacts  to  the  medical  center. 
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4.0  Environmental  Consequences 

This  section  of  the  EA  addresses  potential  impacts  on  environmental  resources  that  would  be  expected  to  occur 
within  or  near  the  proposed  project  area  upon  implementation  of  the  Proposed  Action  or  the  No  Action  Alternative 
as  described  in  Chapter  2.  Project  effects  can  be  either  beneficial  or  adverse  and  can  be  either  directly  related  to  the 
action  or  indirectly  caused  by  the  action.  Direct  impacts  are  those  effects  that  are  caused  by  the  action  and  occur  at 
the  same  time  and  place  (40  CFR  1508.8[a]).  Indirect  impacts  are  those  effects  that  are  caused  by  the  action  and  are 
later  in  time  or  further  removed  in  distance,  but  are  still  reasonably  foreseeable  (40  CFR  1508.8[b]).  The  effects 
can  be  temporary,  short  in  duration  (short-term),  long  lasting  (long-term),  or  permanent.  For  purposes  of  this  EA, 
temporary  effects  are  defined  as  those  that  would  last  for  the  duration  of  the  construction  period. 

4.1  Introduction 

4.1 .1  Analysis  Approach 

The  approach  used  for  this  environmental  impact  analysis  is  to  assess  and  compare  potential  impacts  to 
environmental  resources  with  implementation  of  the  Proposed  Action  or  the  No  Action  Alternative  as  discussed  in 
Chapter  2.  The  direct  and  indirect  effects  are  identified,  and  where  appropriate,  the  implementation  of  best 
management  practices  to  minimize  potential  environmental  impacts  along  with  any  additional  practical  mitigation 
measures  to  minimize  impacts  are  identified.  Cumulative  effects  of  the  Proposed  Action  and  alternatives  when 
considering  past,  present,  and  foreseeable  future  actions  are  presented  in  Chapter  5. 

4.2  Land  Use 

Assessment  of  land  use  compatibility  considers  the  potential  for  an  action  to  change  land  use  in  such  a  manner  as 
to  cause  incompatibility  with  adjacent  land  management  and/or  uses.  Aviation  operations  within  the  MOFMC 
(emergency  helicopters)  and  over  Nellis  AFB  require  consideration  of  changes  in  land  use  that  could  affect 
aviation  safety.  Unified  Facilities  Criteria  (UFC)  3-260-01,  Airfield  and  Heliport  Planning  and  Design  Criteria, 
limits  locations  and  heights  of  objects  and  facilities  around  and  in  the  immediate  vicinity  of  an  airfield  to 
minimize  hazards  to  airfield  and  flight  operations.  Any  condition  not  meeting  these  requirements  is  classified  as 
an  approved  waiver,  a  permissible  deviation,  an  exemption,  or  a  violation  (UFC  3-260-01). 

4.2.1  Proposed  Action 

The  Proposed  Action  would  include  renovation  of  existing  and  construction  of  new  structures  within  the  MOFMC 
campus  for  continued  medical  use  and  training.  Project  construction  would  introduce  temporary  changes  in  land 
use  when  construction  equipment  is  in  use  on  the  site.  However,  no  substantially  new  land  uses  would  be 
introduced  by  the  Proposed  Action  and  no  incompatible  uses  would  be  created  during  operation  of  the  new 
facilities.  The  renovated  MOFMC  would  continue  to  be  used  as  a  medical  facility  with  no  substantial  changes  in 
services.  The  proposed  new  Medical  Education  &  Training  Facility  and  medical  center  administration  space 
would  provide  additional  space  for  medical  training  and  administration  that  is  currently  ongoing  within  the 
campus.  Construction  of  the  new  turnstile  gate  and  crosswalk  at  North  Las  Vegas  Boulevard  would  be  an 
extension  to  the  existing  pedestrian  sidewalk  system. 

The  proposed  Fisher  House  would  introduce  temporary  residential  living  facilities  into  the  medical  campus. 
However,  the  residential  use  would  be  directly  related  to  the  treatment  provided  at  the  MOFMC  and  would  be  for 
the  benefit  of  MOFMC  patients  and  their  families. 

Demolition  of  the  existing  Medical  Education  &  Training  Facility  and  the  adjacent  antenna  shack  would  provide  a 
potential  opportunity  for  construction  of  additional  parking.  The  additional  parking  would  be  compatible  with  the 
existing  surrounding  land  uses. 

Renovation  of  the  MOFMC  would  occur  within  the  existing  structure  and  require  no  change  in  structure  height  or 
use  of  large  construction  equipment.  The  proposed  new  facilities  would  be  single-story  structures,  or  lesser 
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height  than  the  adjacent  existing  three-story  MOFMC  building.  The  existing  Medical  Education  &  Training 
Facility  and  antenna  shack  are  both  single  story  structures  and  demolition  is  not  expected  to  require  construction 
equipment  of  substantial  height.  Coordination  would  be  conducted  with  the  57th  Wing  Airspace  and  563rd 
Rescue  Group  on  the  helicopter  landing  area  to  ensure  construction  does  not  impede  ability  for  emergency 
landings  at  Medical  Center  or  helicopter  operations  in  Area  I. 

4.2.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  result  in  any  changes  to  land  use  in  the  project  area  and  no  potential  adverse 
impacts  to  aviation  safety  or  emergency  helicopter  landings  at  the  medical  center. 

4.3  Utilities 

4.3.1  Proposed  Action 

Construction  and  operation  of  the  Proposed  Action  would  not  result  in  substantial  increased  utility  use.  A  slight 
increase  in  electrical  and  natural  gas  use  would  be  anticipated  as  a  result  of  the  overall  increase  in  facility  space; 
however,  new  facility  construction  would  be  expected  to  be  more  energy  efficient  than  the  existing  infrastructure. 
System  capacity  would  be  adequate  to  meet  any  minor  increases  in  demand. 

Potable  water  demand  and  sanitary  sewer  discharge  would  be  expected  to  increase  with  the  increase  in  staffing 
currently  occurring  at  the  MOFMC.  Construction  of  new  facilities  with  more  efficient  water  conservation  design 
and  measures  and  demolition  of  existing  facilities  would  help  offset  any  increased  water  use. 

4.3.2  No  Action  Alternative 

No  increases  in  the  use  of  electric  power  or  natural  gas  would  result  from  the  No  Action  Alternative. 

4.4  T  ransportation 

4.4.1  Proposed  Action 

The  Proposed  Action  would  not  result  in  direct  impacts  or  changes  to  the  existing  roadways  or  vehicle  access 
within  or  around  the  project  area.  Increases  in  traffic  could  result  during  construction,  but  would  be  temporary. 

Construction  of  the  new  turnstile  gate  and  crosswalk  at  North  Las  Vegas  Boulevard  would  be  an  extension  to  the 
existing  pedestrian  sidewalk  system  within  the  MOFMC  campus.  The  new  crosswalk  at  Mountain  Home  Road  would 
provide  safe  crossing  for  pedestrians,  as  would  the  existing  pedestrian  crosswalk  at  North  Las  Vegas  Boulevard.  The 
improved  pedestrian  access  could  reduce  automobile  traffic  and  parking  congestion  at  the  MOFMC. 

The  proposed  Fisher  House  location  would  eliminate  a  portion  of  the  drive -up  circle  directly  in  front  of  the 
MOFMC  building.  However,  due  to  increases  in  security  this  vehicle  access  has  largely  been  commandeered  and 
is  inaccessible  to  vehicles.  Construction  of  the  Fisher  House  in  the  proposed  location  would  not  alter  vehicle 
access  to  the  MOFMC  building  from  the  current  condition.  The  footprint  of  the  Fisher  House  could  impact  the 
existing  sidewalks  in  the  drive -up  circle.  Pedestrian  access  around  the  Fisher  House  would  be  accommodated  in 
the  project  design. 

4.4.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  result  in  direct  impacts  or  changes  to  the  existing  roadways  or  vehicle 
assess  within  or  around  the  project  area.  The  existing  drive -up  circle  in  front  of  the  MOFMC  building  would 
remain  inaccessible. 
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4.5  Socioeconomic  Impacts 

4.5.1  Proposed  Action 

A  short-term,  positive  input  into  the  local  economy  would  occur  during  the  construction  period.  However,  given 
the  minor  amount  of  construction/demolition  activities,  the  benefits  would  be  minimal.  Operation  of  the  new 
facilities  would  draw  from  existing  USAF  staffing  and  would  not  create  new  jobs  beyond  those  already  planned. 
No  substantial  beneficial  or  adverse  impacts  to  socioeconomics  would  be  expected. 

4.5.2  No  Action  Alternative 

No  changes  to  existing  socioeconomic  resources  would  result  from  the  No  Action  Alternative. 

4.6  Environmental  Justice  and  Protection  of  Children 

Executive  Order  (EO)  12898,  Federal  Actions  to  Address  Environmental  Justice  in  Minority  and  Low-Income 
Populations,  was  established  to  avoid  the  disproportionate  placement  of  adverse  environmental,  economic,  social, 
or  health  impacts  from  federal  actions  and  policies  on  minority  and  low-income  populations.  In  1997,  Executive 
Order  13045,  Protection  of  Children  from  Environmental  Health  Risks  and  Safety  Risks  (Protection  of  Children), 
was  issued  to  ensure  the  protection  of  children. 

4.6.1  Proposed  Action 

There  are  no  residences  within  the  project  area  and  the  Proposed  Action  would  not  adversely  impact  any  low 
income  or  minority  populations. 

The  Proposed  Action  would  not  pose  environmental  and  safety  risks  to  children  due  to  the  fact  that  changes  and 
improvements  would  be  limited  to  the  MOFMC  campus  and  there  are  no  children  in  residence  within  the  project 
area.  Access  to  the  project  area  would  continue  through  construction  and  into  operation  of  the  improved  facilities, 
but  no  element  of  the  Proposed  Action  would  increase  the  health  or  safety  risk  to  children. 

4.6.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  adversely  impact  low  income  or  minority  populations,  nor  increase  the 
health  or  safety  risk  to  children. 

4.7  Cultural  Resources 

4.7.1  Proposed  Action 

The  medical  center  was  constructed  in  1994  and  thus  excluded  from  an  architectural  historical  or  Cold  War 
survey  (see  SHPO  correspondence  dated  7  November  2011  in  Appendix  C).  There  are  no  eligible  properties 
within  the  area  of  the  medical  center  complex  and  thus,  there  are  no  cultural  resources  conflicts  with  use  or 
alteration  of  the  medical  center  complex  as  currently  proposed. 

4.7.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  result  in  any  impacts  to  cultural  resources. 

4.8  Biological  Resources 

The  Fish  and  Wildlife  Conservation  Act  encourages  all  Federal  departments  and  agencies  to  conserve  and 
promote  conservation  of  non-game  fish  and  wildlife  and  their  habitats. 
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4.8.1  Vegetation 

4.8.1. 1  Proposed  Action 

The  Proposed  Action  would  include  construction  in  areas  previously  paved  or  otherwise  disturbed  or  developed 
and  would  result  in  no  direct  or  indirect  impacts  to  native  habitat. 

4.8.1.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  result  in  any  construction  in  the  project  area  and  would  result  in  no  direct  or 
indirect  impacts  to  native  habitat. 

4.8.2  Wildlife 

4.8.2. 1  Proposed  Action 

The  Proposed  Action  would  not  impact  native  habitat  and  would  result  in  no  adverse  impacts  to  the  wildlife 
adapted  to  and  utilizing  the  developed,  urban  conditions. 

4.8.2.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  no  adverse  impacts  to  the  wildlife  adapted  to  and  utilizing  the 
developed,  urban  conditions. 

4.8.3  Rare  Species 

The  Endangered  Species  Act  of  1973,  as  amended,  requires  Federal  agencies  to  consult  with  the  Secretaries  of 
the  Interior  and  Commerce  to  ensure  that  actions  are  “not  likely  to  jeopardize  the  continued  existence  of  any 
endangered  species  or  threatened  species  or  result  in  the  destruction  or  adverse  modification  of  the  critical 
habitat  of  such  species.” 

4.8.3. 1  Proposed  Action 

The  Proposed  Action  would  include  construction  in  previously  disturbed  or  developed  areas  and  would  avoid 
direct  or  indirect  impacts  to  any  rare  species  or  their  habitat. 

4.8.3.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  result  in  any  construction  in  the  project  area  and  would  result  in  no  direct  or 
indirect  impacts  to  any  rare  species  or  their  habitat. 

4.9  Water  and  Soil  Resources 

4.9.1  Water  Quality 

The  Federal  Water  Pollution  Control  Act,  as  amended  (commonly  referred  to  as  the  Clean  Water  Act),  provides  the 
authority  to  establish  water  quality  standards,  control  discharges,  develop  waste  treatment  management  plans  and 
practices,  prevent  or  minimize  the  loss  of  wetlands,  and  regulate  other  issues  concerning  water  quality.  A  significant 
impact  on  water  resources  would  include  a  violation  of  any  water  quality  standards,  substantially  deplete  groundwater 
supplies  or  interfere  substantially  with  groundwater  recharge,  or  otherwise  substantially  degrade  water  quality. 

4.9.1. 1  Proposed  Action 

The  Proposed  Action  would  include  construction  in  areas  that  are  currently  paved  or  graveled  and  would  not 
result  in  creation  of  additional  impervious  surface  or  surface  water  runoff  over  the  existing  condition. 

The  potential  for  erosion  and  sedimentation  would  increase  temporarily  during  construction,  but  would  cease 
upon  completion  of  construction  and  stabilization  of  disturbed  areas.  Standard  construction  practices  such  as  silt 
fencing,  straw  bales,  and/or  inlet  protection  would  be  implemented  to  control  runoff,  erosion,  and  sedimentation. 

Since  there  is  very  little  surface  water  in  the  vicinity  of  the  project  area  and  low  annual  rainfall,  potential  adverse 
effects  to  surface  water  would  be  minimal. 
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A  General  Storm  Water  permit  from  the  Nevada  Bureau  of  Water  Pollution  Control  and  a  Storm  Water  Pollution 
Prevention  Plan  (SWPPP)  would  be  required  prior  to  initiating  any  construction  activity.  These  documents  would 
outline  construction  site  best  management  practices  (BMPs)  designed  to  minimize  erosion  and  protect  the  quality 
of  the  surface  water,  groundwater,  and  natural  environment  through  which  they  flow. 

4.9.1.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  no  change  in  surface  water  runoff  from  existing  conditions. 

4.9.2  Floodplains 

4.9.2. 1  Proposed  Action 

The  Proposed  Action  would  not  involve  construction  within  or  near  a  100-year  floodplain.  The  Proposed 
Action  would  not  result  in  an  increase  in  the  rate  or  volume  of  surface  water  runoff  and  would  not  increase 
flood  hazards  on  Nellis  AFB. 

4.9.2.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  increase  flood  hazards  on  Nellis  AFB. 

4.9.3  Wetlands 

4.9.3.1  Proposed  Action 

Because  there  are  no  jurisdictional  wetlands  within  the  project  area,  the  Proposed  Action  would  result  in  no 
adverse  impact  to  wetlands. 

4.9.3.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  no  adverse  impact  to  wetlands. 

4.9.4  Soils 

4.9.4.1  Proposed  Action 

The  Proposed  Action  would  result  in  a  temporary  increase  in  the  potential  for  soil  erosion  during  construction.  The 
threat  of  erosion  would  cease  upon  completion  of  construction  and  stabilization  of  disturbed  areas.  Erosion  from 
precipitation  and  runoff  is  minimal  in  the  project  area  because  of  low  annual  rainfall  and  a  lack  of  slope.  However, 
ground  disturbance  during  construction  could  lead  to  wind  erosion  (NAFB,  2007).  During  construction,  fugitive 
dust  would  be  minimized  through  implementation  of  dust  control  measures  (i.e.,  water  application  on  soil). 

4.9.4.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  no  temporary,  short-term,  or  long-term  increases  in  potential  for  soil  erosion 

4.10  Air  Quality 

The  USEPA  defines  a  significant  impact  to  Air  Quality  if  a  project  violates  any  ambient  air  quality  standard 
(NAAQS  or  State  of  Nevada);  increases  the  number  or  frequency  of  violations;  contributes  substantially  to  an 
existing  or  projected  air  quality  violation;  conflicts  with  or  obstructs  implementation  of  the  applicable  air  quality 
plan;  results  in  a  cumulatively  considerable  net  increase  of  any  criteria  pollutant  for  which  the  project  region  is  in 
non-attainment  under  an  applicable  ambient  air  quality  standard;  exposes  sensitive  receptors  to  substantial 
pollutant  concentrations;  or  creates  objectionable  odors  affecting  a  substantial  number  of  people. 

According  to  USEPA  General  Conformity  Rule  in  40  CFR  Part  51,  Subpart  W,  any  proposed  federal  action  that 
has  the  potential  to  cause  violations  in  a  NAAQS  nonattainment  area  must  undergo  a  conformity  analysis.  An 
evaluation  of  demolition/construction  scenarios  was  conducted  to  determine  the  greatest  amount  of  ground- 
disturbance  activities  that  could  occur  in  a  given  year  before  de  minimus  thresholds  of  any  of  the  three  criteria 
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pollutants  were  met.  The  evaluation  determined  that  if  a  single  project  disturbs  16  or  more  acres  in  1  year,  a 
general  conformity  determination  would  be  required  (NAFB,  2008). 

4.10.1  Proposed  Action 

The  Proposed  Action  would  be  constructed  over  a  minimum  of  a  three-year  period.  Table  4-1  below  provides  a 
summary  of  the  estimated  construction  disturbance  that  could  be  associated  with  each  of  the  project  elements.  The 
sum  of  the  construction  disturbance  of  the  Proposed  Action  would  be  less  than  two  acres.  Even  if  all  of  the  project 
construction  and  demolition  were  to  occur  in  the  same  year,  the  Proposed  Action  would  not  be  so  substantial  so  as 
to  threaten  exceedance  of  any  air  quality  thresholds  or  require  a  general  conformity  determination. 


Table  4-1 

Summary  of  Construction  and  Demolition  Area  for  the  Proposed  Action 

Project  Element 

Approximate 
Disturbance  Area 

Mike  O’ Callaghan  Federal  Medical  Center  Renovation 

0.00  acres 

Interim  Modular  Facility  Construction 

0.35  acres 

New  Medical  Education  &  Training  Facility  Construction 

0.10  acres 

New  Warehouse  Addition  Construction 

0.05  acres 

Fisher  House  Construction 

0.15  acres 

Existing  Medical  Education  &  Training  Facility  Demolition 

0.60acres 

Existing  Antenna  Shack  Demolition 

0.30  acres 

Interim  Facility  Demolition 

0.30  acres 

New  turnstile  and  crosswalk 

0.05  acres 

Totals 

1.90  acres 

4.10.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  would  not  result  in  air  quality  impacts. 

4.1 1  Hazardous  Materials  and  Waste 

The  Resource  Conservation  and  Recovery  Act  (RCRA)  is  the  culmination  of  a  long  series  of  pieces  of  legislation, 
dating  back  to  the  passage  of  the  Solid  Waste  Disposal  Act  of  1965,  which  address  the  problem  of  solid  waste 
disposal  and  eventually  evolved  into  an  expression  of  the  national  concern  with  the  safe  and  proper  disposal  of 
hazardous  waste. 

4.11.1  Proposed  Action 

No  changes  to  procedures  for  collection,  treatment,  or  disposal  of  medical  and  biological  waste  at  the  MOFMC 
would  occur  with  implementation  of  the  Proposed  Action.  No  changes  in  collection  of  other  solid  waste  or 
recyclable  materials  would  occur  at  the  MOFMC  or  the  other  associated  facilities  within  the  medical  campus.  No 
substantial  increase  in  volume  of  either  medical/biological  waste  or  other  solid  waste  would  be  expected  as  a 
result  of  the  Proposed  Action. 

Construction  waste  would  be  generated  during  renovation  of  the  MOFMC  and  during  construction  of  the 
proposed  new  facilities.  Demolition  waste  would  be  generated  from  demolition  of  the  existing  Medical  Education 
&  Training  Facility  and  the  antenna  shack.  Construction  and  demolition  wastes  would  be  collected  and  disposed 
of  at  a  regulated  disposal  facility. 

4.11.2  No  Action  Alternative 

No  impacts  to  hazardous  materials  and  waste  would  occur  as  a  result  of  the  No  Action  Alternative. 
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4.12  Visual  Resources 

4.12.1  Proposed  Action 

The  Proposed  Action  would  not  result  in  any  adverse  impact  to  visual  resources.  The  project  elements  would  be 
constructed  within  a  developed  area  and  be  consistent  with  the  existing  visual  landscapes.  The  new  structures 
would  utilize  building  materials  and  colors  similar  to  and  compatible  with  the  other  structures  within  the  medical 
campus,  and  be  landscaped  consistent  with  the  existing  grounds  . 

The  Proposed  Action  would  not  result  in  changes  to  the  exterior  lighting  of  the  existing  MOFMC  building  or  the 
associated  parking  areas.  The  new  Medical  Education  &  Training  Facility,  the  warehouse  addition,  and  the 
temporary  modular  facility  would  include  new  exterior  lighting,  although  those  on  the  modular  facility  would  be 
temporary.  New  lighting  would  utilize  mitigation  measures  that  follow  “Dark  Sky”  lighting  practices,  including 
hoods  and  shields,  to  avoid  light  transmission  to  adjacent  properties. 

4.12.2  No  Action  Alternative 

The  No  Action  Alternative  would  result  in  no  construction  or  demolition  and  no  adverse  impacts  to  visual  resources. 

4.13  Noise 

4.13.1  Proposed  Action 

The  Proposed  Action  would  not  alter  the  existing  noise  levels  within  the  project  area  or  the  noise  levels  generated 
by  aviation  activities  on  Nellis  AFB.  Newly  constructed  facilities  would  include  noise  attenuation  in  accordance 
with  existing  Air  Installation  Compatible  Use  Zone  (AICUZ)  requirements. 

Noise  levels  would  be  temporarily  elevated  during  construction  from  operation  of  construction  equipment. 

However,  construction  activities  would  typically  be  limited  to  daytime  periods  and  construction  equipment  would 
be  properly  muffled. 

4.13.2  No  Action  Alternative 

The  No  Action  Alternative  would  not  alter  the  existing  noise  levels  within  the  project  area. 
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5.0  Cumulative  Effects  and  Irreversible  and  Irretrievable 
Commitment  of  Resources 

5.1  Cumulative  Effects 

Cumulative  effects  are  impacts  “on  the  environment  which  result  from  the  incremental  impact  of  the  action 
when  added  to  other  past,  present  and  reasonably  foreseeable  future  actions  regardless  of  what  agency  (Federal 
or  non-Federal)  or  person  undertakes  such  other  actions”  (40  CFR  §  1508.7).  CEQ  regulations  require 
assessment  of  cumulative  effects  when  an  EA  is  prepared  and  when  a  proposed  action  under  review  would  have 
a  direct  and/or  indirect  effect  on  a  specific  natural,  historic,  or  cultural  resource  or  population.  The  level  of 
analysis  and  scope  of  cumulative  effect  assessment  are  typically  commensurate  with  the  potential  impacts, 
resources  affected,  project  scale,  and  other  factors.  If  no  direct  and/or  indirect  effect  to  a  specific  resource  is 
suspected,  there  is  no  potential  for  cumulative  effect  to  that  resource. 

The  Proposed  Action  evaluated  in  this  EA  would  not  result  in  substantial  environmental  effects.  The  Proposed 
Action  would  avoid  adverse  impacts  to  biological  resources,  cultural  resources,  water  resources,  noise  and  air 
quality,  and  socioeconomics.  Because  of  the  lack  of  adverse  impacts  to  the  natural  and  human  environments,  the 
Proposed  Action  would  not  contribute  to  cumulative  impacts. 

5.2  Irreversible  and  Irretrievable  Commitment  of  Resources 

NEPA  requires  that  environmental  analysis  include  identification  of  any  irreversible  and  irretrievable 
commitment  of  resources  which  would  be  involved  in  the  proposed  action  should  it  be  implemented.  Irreversible 
and  irretrievable  resource  commitments  are  related  to  the  use  of  nonrenewable  resources  and  the  effects  this  use 
could  have  on  future  generations.  Irreversible  effects  primarily  result  from  the  use  or  destruction  of  a  specific 
resource  (e.g.,  energy  and  minerals)  that  cannot  be  replaced  within  a  reasonable  time  frame.  Irretrievable  resource 
commitments  involve  the  loss  in  value  of  an  affected  resource  that  cannot  be  restored  as  a  result  of  the  action 
(e.g.,  extinction  of  a  threatened  or  endangered  species  or  the  disturbance  of  a  cultural  resource). 

For  the  Proposed  Action,  most  resource  commitments  are  neither  irreversible  nor  irretrievable.  Most 
environmental  consequences  are  short-term  and  temporary,  such  as  air  emissions  from  construction  operations. 
Construction  of  the  proposed  improvements  to  the  MOFMC  campus  would  require  consumption  of  limited 
amounts  of  materials  typically  associated  with  construction  (wood,  metal,  asphalt,  and  fuel).  However,  the 
amount  of  these  materials  used  is  not  expected  to  significantly  decrease  the  availability  of  these  resources  either 
locally  or  globally.  Based  on  the  analysis  in  this  EA,  implementation  of  the  Proposed  Action  would  not  result  in 
adverse  impacts  to  the  environment  or  to  the  health  and  safety  of  persons  in  the  affected  region. 
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6.0  Interagency,  Intergovernmental,  and  Public  Coordination 

Nevada  State  Clearinghouse 
Department  of  Administration 
Division  of  Budget  &  Planning 
209  East  Musser  Street,  Room  200 
Carson  City,  NV  89701-4298 
Request  submitted  electronically 

Ms.  Jennifer  Olsen 

Southern  Nevada  Regional  Planning  Commission 
240  Water  Street,  Mail  Stop  115 
Henderson,  NV  89009 

Commissioner  Susan  Brager 
Chairperson,  Clark  County  Commission 
500  Grand  Central  Parkway 
Las  Vegas,  NV  89106 

City  of  Las  Vegas 

Community  Development,  Planning  &  Zoning  Division 
2200  Civic  Center  Drive,  Suite  210 
North  Las  Vegas,  NV  89030 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL.  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  Stockdale 
99  CES/CEA 

4349  Duffer  Drive,  Suite  160 1 
Nellis  AFB,  NV  89191-7007 

Nevada  State  Clearinghouse 
Department  of  Administration 
Division  of  Budget  &  Planning 
209  East  Musser  Street,  Room  200 
Carson  City,  NV  8970  M298 
C I  eari  n  ghou  se  @bud  get .  state « n  v .  us 


OCT  1  7  2811 


Me  s  dames,  Gentlemen: 

The  United  States  Air  Force  (USAF)  99th  Medical  Group  at  Nellis  Air  Force  Base  (AFB)  have  initiated 
the  preparation  of  an  Environmental  Assessment  (EA)  for  implementation  of  improvement  projects  at  the 
Michael  O’Callaghan  Federal  Hospital  Medical  Campus  at  Nellis  AFB.  Under  the  proposed  actions, 
Nellis  AFB  would  repair  and  renovate  the  Michael  O’Callaghan  Federal  Hospital  (MOFH)  Building  to 
accommodate  growing  staff  and  patient  needs.  Additional  campus  improvements  would  include 
construction  of  a  new  Medical  Education  &  Training  Facility*  expanded  warehouse  facilities,  and  future 
construction  of  a  Fisher  House,  a  donated  facility  for  use  by  families  of  service  men  and  women  receiving 
treatment  at  MOFH.  All  elements  of  the  proposed  actions  would  be  implemented  in  previously 
developed  areas  within  the  limits  of  the  existing  medical  campus. 

The  EA  will  evaluate  potential  environmental  impacts  that  could  result  from  implementation  of  the 
proposed  actions.  In  addition  to  the  proposed  actions,  the  EA  will  assess  the  no-action  alternative.  Under 
the  no-action  alternative  no  new  facilities  or  renovations  would  be  conducted  and  existing  conditions 
would  remain  unchanged. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysts  Process  (EIAP),  and  40 
CFR  1500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  to  your  agency  identify  issues  or  concerns 
you  may  have  regarding  the  proposed  action.  Please  forward  any  identified  issues  or  concerns  by 
November  30,  201 1  to  Mr.  Tod  Oppenbom  at  the  above  address  or  tod.oppenbom@nellis.afmLl.  Thank 
you  for  your  assistance. 


Sincerely, 

DEBORAH  STOCKDALE 
Chief,  Asset  Management 


Global  Power  for  America 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  Stockdale 

99  CES/CEA  OCT  11  2111 1 

4349  Duffer  Drive,  Suite  1601 
Nellis  AFB,  NV  89191-7007 

Ms.  Jennifer  Olsen 

Southern  Nevada  Regional  Planning  Commission 
240  Water  Street,  Mail  Stop  1 15 
Henderson,  NV  89009 

Dear  Ms.  Olsen, 

The  United  States  Air  Force  (USAF)  99,h  Medical  Group  at  Nellis  Air  Force  Base  (AFB)  have  initialed 
the  preparation  of  an  Environmental  Assessment  (EA)  for  implementation  of  improvement  projects  at  the 
Michael  O'Callaghan  Federal  Hospital  Medical  Campus  at  Nellis  AFB.  Under  the  proposed  actions, 

Nellis  AFB  would  repair  and  renovate  the  Michael  O’ Callaghan  Federal  Hospital  (MOFH)  Building  to 
accommodate  growing  staff  and  patient  needs.  Additional  campus  improvements  would  include 
construction  of  a  new  Medical  Education  &  Training  Facility,  expanded  warehouse  facilities,  and  future 
construction  of  a  Fisher  House,  a  donated  facility  for  use  by  families  of  service  men  and  women  receiving 
treatment  at  MOFH.  All  elements  of  the  proposed  actions  would  be  implemented  in  previously 
developed  areas  within  the  limits  of  the  existing  medical  campus. 

The  E A  will  evaluate  potential  environmental  impacts  that  could  result  from  implementation  of  the 
proposed  actions.  In  addition  to  the  proposed  action,  the  E A  will  assess  the  no-action  alternative.  Under 
the  no-action  alternative  no  new  facilities  or  renovations  would  be  conducted  and  existing  conditions 
would  remain  unchanged. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  ( EIAP '),  and  40 
CFR  1 500-1 508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act ,  as  amended,  Nellis  AFB  requests  to  your  agency  identify  issues  or  concerns 
you  may  have  regarding  the  proposed  action.  Please  forward  any  identified  issues  or  concerns  by 
November  30,  201 1  to  Mr,  Tod  Oppenbom  at  the  above  address  or  tod . oppe n born@ne  1 1  i s.af  mil .  Thank 
you  for  your  assistance. 


Sincerely, 

DEBORAH  STOCKDALE 
Chief,  Asset  Management 


Globa!  Power  for  America 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  Stockdale 
99  CES/CEA 

4349  Duffer  Drive,  Suite  1601 
Nellis  AFB,  NV  89191-7007 

Commissioner  Susan  Brager 
Chairperson,  Clark  County  Commission 
500  Grand  Central  Parkway 
Las  Vegas,  NV  89106 


OCT  1 7  2Q11 


Dear  Ms,  Brager, 

The  United  Stales  Air  Force  (USAF)  99th  Medical  Group  at  Nellis  Air  Force  Base  (AFB)  has  initiated  the 
preparation  of  an  Environmental  Assessment  (EA)  for  implementation  of  improvement  projects  at  the 
Michael  O’Callaghan  Federal  Hospital  Medical  Campus  at  Nellis  AFB.  Under  the  proposed  actions, 

Nellis  AF'B  would  repair  and  renovate  the  Michael  O'Callaghan  Federal  Hospital  (MOFH)  Building  to 
accommodate  growing  staff  and  patient  needs.  Additional  campus  improvements  would  include 
construction  of  a  new  Medical  Education  &  Training  Facility  ,  expanded  warehouse  facilities,  and  future 
construction  of  a  Fisher  House,  a  donated  facility  for  use  by  families  of  service  men  and  women  receiving 
treatment  at  MOFH.  All  elements  of  the  proposed  actions  would  be  implemented  in  previously  developed 
areas  within  the  limits  of  the  existing  medical  campus. 

The  EA  will  evaluate  potential  environmental  impacts  that  could  result  from  implementation  of  the 
proposed  actions.  In  addition  to  the  proposed  actions,  the  EA  will  assess  the  no-action  alternative.  Under 
the  no-action  alternative  no  new  facilities  or  renovations  would  be  constructed  and  existing  conditions 
would  remain  unchanged. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (EIAP),  and  40 
CFR  1 500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  your  agency  identify  issues  or  concerns  you 
may  have  regarding  the  proposed  action.  Please  forward  any  identified  issues  or  concerns  by  November 
30,  201 1  to  Mr  Tod  Oppenbom  at  the  above  address  or  tod  .op  penbom  @nc  1 1  i  s.af .  mil.  Thank  you  for 
your  assistance. 


Sincerely, 

DEBORAH  STOCKDALE 
Chief,  Asset  Management 


Global  Power  for  America 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  Stockdalc  QQJ  £  7  2011' 

99  CES/CEA 

4349  Duffer  Drive,  Suite  1601 
Nellis  AFB,  NV  89191-7007 

City  of  North  Las  Vegas 

Community  Development,  Planning  &  Zoning  Division 
2200  Civic  Center  Drive,  Suite  210 
North  Las  Vegas,  NV  89030 

Dear  Sir  or  Madam, 

The  United  States  Air  Force  (USAF)  99th  Medical  Group  at  Nellis  Air  Force  Base  (AFB)  have  initiated 
the  preparation  of  an  Environmental  Assessment  (EA)  for  implementation  of  improvement  projects  at  the 
Michael  O'Callaghan  Federal  Hospital  Medical  Campus  at  Nellis  AFB,  Under  the  proposed  actions, 

Nellis  AFB  would  repair  and  renovate  the  Michael  O’ Callaghan  Federal  Hospital  (MOFH)  Building  to 
accommodate  growing  staff  and  patient  needs.  Additional  campus  improvements  would  include 
construction  of  a  new  Medical  Education  &  Training  Facility,  expanded  warehouse  facil  ities  and  future 
construction  of  a  Fisher  House,  a  donated  facility  for  use  by  families  of  service  men  and  women  receiving 
treatment  at  MOFH.  All  elements  of  the  proposed  actions  would  be  implemented  in  previously 
developed  areas  within  the  limits  of  the  existing  medical  campus. 

The  EA  will  evaluate  potential  environmental  impacts  that  could  result  from  implementation  of  the 
proposed  action.  In  addition  to  the  proposed  action,  the  EA  will  assess  the  no-action  alternative.  Under 
the  no-action  alternative  no  new  facilities  or  renovations  would  be  conducted  and  existing  conditions 
would  remain  unchanged. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (. EIAP %  and  40 
CFR  1 500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  your  agency  identify  issues  or  concerns  you 
may  have  regarding  the  proposed  action.  Please  forward  any  identified  issues  or  concerns  by  November 
30,  201 1  to  Mr.  Tod  Oppenborn  at  the  above  address  or  tod.Qppenbom@neIlis.af.mil.  Thank  you  for 
your  assistance. 


Sincerely, 

DEBORAH  STOCKDALE 
Chief,  Asset  Management 


Global  Power  for  America 
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From:  Rebecca  Palmer 

Sent:  Monday,  November  07,  201 1  4:45  PM 

To:  Skip  Canfield 

Subject:  RE:  E201 2-070  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital  -  US  Air 

F  orce 


The  SHPO  has  reviewed  the  scoping  document  forthe  proposed  Environmental  Assessment;  the  U.S.  Air  Force  has 
previously  conducted  an  architectural  review  of  portions  of  the  base  to  identify  historic  propertiesthat  exist  in  the 
facility.  Our  reco  rds  indicate  that  thisfacility  dates  to  the  early  1990's,  If  this  is  correct,  it  is  uni  ikely  that  an 
architectural  inventory  should  be  necessary  forthe  proposed  undertaking. 

Rebecca  Lynn  Palmer 

Deputy  Historic  Preservation  Officer 

901  South  Stewart  Street,  Suite  5004 

Carson  City  NV  S9701 

Phone  (775)  6S4-3443 

Fax  (775)684-3442 

Please  note,  my  email  is  rlpalmer@5hpo.nv.gov 


From:  Skip  Canfield 

Sent:  Monday,  October  31,  2011 2. :2 9  PM 
To:  Rebecca  Palmer 

Subject:  E2012-070  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital  -  US  Air  Force 


NEVADA  STATE  CLEARINGHOUSE 

D  epartm  ent  of  C  conservation  and  N atural  R e sour ces;  Division  of  S tate  L  ands 
901  S.  Stewart  St.,  Ste.  5003,  Carson  City,  N  evada  8970 1-524 6 
(775)  684-2723  Fax  (77 5)  684-2721 


TRANSMISSION  DATE:  10/31/2011 


State  Histone  Preservation  Office 

Nevada  SAI#E20 12-070 

Project:  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital 

Follow  the  link  below  to  find  information  concerning  the  above-mentioned  project 
for  your  review  and  comment. 

E2012-070 


•  Please  evaluate  this  proj  ect's  effects  on  your  agency's  plans  and  programs  and  any  other  issues 
that  you  are  aware  of  that  might  hep  ertinent  to  applic  able  laws  and  regulations. 
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*  Please1  rcplv  directly  from  this  e-mail  and  attach  your  comments, 

*  Please  submit  your  comments  no  Inter  than  Monday,  November  2H,  201 1. 

Clearinghouse  project  archive 

Quest t o ns ?  Sk i p  C anfi ielch  1J to grai n  M ana ger.  (775)6 54-  2 723  o r  c  I  ear  i i 1  di oos act' stat e .  m  .  us 

No  comment  oil  this  project  Proposal  supported  as  written 
AGENCY  COMMENTS: 


Signature: 


Date: 


Distribution:  Alisanne  MaJfei,  Department  of  Administration 

Sandy  Quilici,  Department  of  Conservation  &  Natural  Resources 

Gary  Berks.  Division  of  Emergency  Management 

David  Mouat,  Desert  Research  Institute 

Nancy  Boland.  Esmeralda  County 

Denesa  Johnston,  Eire  Marshal 

Kar  en  Becklcy.  State  Health  Division 

Kirk  Bausmaru  Hawthorne  Army  Depot 

Sherry'  Rupert,  Indian  Commission 

Skip  Canfield  A1CP,  Division  of  Stale  Lands 

Dave  Ziegler.  Legislative  Counsel  Bureau 

Cory  Lytle.  Lincoln  County* 

Zip  Upham.  NAS  Fallon 
Ed  Rybold  NAS  Fallon 

CPT  Brian  Brian  llunsaker  Nevada  National  Guard 

Terri  Compton,  Department  of  Transportation 

Timothy  Mueller.  Department  of  Transportation 

Bill  Thompson,  Department  of  Transportation,  Aviation 

Steve  Siege  L  Department  of  Wildlife,  Directors  Office 

Mark  Freese,  Department  of  Wildlife 

D  Bradford  Handcnbrook.  Department  of  Wildlife.  Las  Vegas 

Robert  Martinez.  Division  of  Water  Resources 

Tod  Qppenhom,  Nellis  Air  Force  Base 

Ms  Deborah  MacNeill,  Nellis  Air  Force  Rase 

William  Cadwa  I  lader,  Nellis  Air  Force  Base 
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99ABW.  Nellis  Air  Force  Base 
Octavious  Q.  HlllT  Nellis  Air  Force  Base 
Janies  D  More  field.  Natural  Heritage  Program 
Jennifer  Newmadt 

Linda  Cohn,  National  Nuclear  Security  Administration 
Jennifer  Scan  land  Division  of  Stale  Parks 
Mark  Barns,  PE,  Public  Utilities  Cora  miss  ion 
Rebecca  Palmer,  Slate  Historic  Preservation  Office 

Terry  Rubakl.  Nevada  Department  of  Taxation,  Local  Government  Centrally  Assessed  Property 
Karen  Moessner. 

John  Muni  can,  IJNR  Bureau  of  Mines 

Jon  Price,  LfNR  Bureau  of  Mines 

David  David.  UNR  Bureau  of  Mines 

Russ  Land.  Nevada  Division  of  Environmental  Protection 

C  lear  i  nghouse .  z  zC  h  an nghouse 
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From:  Brad  Hardenbrook 

Sent:  Wednesday,  November  02,  2011  5:1 5  PM 

To:  Skip  Canfield 

Subject:  RE:  E201 2-070  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital  -  US  Air 

F  orce 


From:  Skip  Canfield 

Sent:  Monday,  October  31,  2011  2:30  PM 
To:  Brad  Hardenbrook 

Subject:  E2012-070  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital  -  US  Air  Force 


NEVADA  STATE  CLEARINGHOUSE 

D  epartm  ent  of  C  onservation  and  N  atural  R  e  sour  c  e  a.  Division  of  S  tate  L  ands 
!?01  3.  Stewart  St.,  Ste.  5003,  Carson  City,  N  evada  8970 1-524 6 
(775)  684-  2723  Fax  (175)  68 4-272 1 


TRANSMISSION  DATE:  10/31/2011 


Department  of  Wildlife,  Las  Vegas 

Nevada  SAI#E20 12-070 

Project:  EA  -  Nellis  -  Improvements  to  Michael  O'Callaghan  Federal  Hospital 

Follow  the  link  below  to  find  information  concerning  the  above-mentioned  project 
for  your  review  and  comment. 

E2012-070 


•  Please  evaluate  this  proj  ect's  effects  on  your  agency's  plans  and  programs  and  any  other  issues 
that  you  are  aware  of  that  might  hep  ertinent  to  applic  able  laws  and  regulations. 


•  Please  reply  directly  from  this  e-mail  and  attach  your  c  omments. 


•  Please  submit  your  comments  no  later  than  Monday,  November  28,  2011. 


Clearinghouse  project  archive 


Questions?  Skip  Canfield,  Program  Manager,  (775)  684-2723  or  clearinghouse@state.nv.us 


No  comment  on  this  project _ Proposal  supported  as  written 
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AGENCY  COMMENTS: 

Thank  you  for  soliciting  comments  in  how  this  proposed  project  has  bearing  on  Nevada's  w  ildlife  resources. 
Unfortunately  there  is  insufficient  descriptive  information  provided  to  perform  an  adequate  assessment  or  a 
source  link  indicated  for  attaining  Ibis  information  in  a  reasonably  timely  manner.  Such  descriptive  information 
would  be  most  helpful  in  developing  context  for  understanding  the  size  and  nature  of  the  proposed  project 
relative  to  improvements  to  existing  structures  and  appurtenances  located  on  disturbed  grounds  and  the  potential 
of  facility  expansion  located  adjacent  to  or  into  previously  undisturbed  wildlife  habit  at  (s)  or  otherwise 
functioning  habitats  of  potentially  significant  standing. 

Signature:  D.  Bradford  Harden  brook 

Supervisory  Habitat  Biologist 
NDOW  -  Southern  Region 
Date:  2  November  201 J 


Distribution:  Alisanne  Mafic i;  f department  of  Administration 

Sandy  Quilici,  Department  of  Conservation  &  Natural  Resources 

Gary  Derks7  Division  of  Emergency  Management 

David  Mo u at,  Desert  Research  [nsltlute 

Nancy  Boland.  Esmeralda  County 

Denesa  Johnston,  Fire  Marshal 

Karen  Beck  ley,  State  Health  Division 

Kirk  Bausman.  Hawthorne  Army  Depot 

Sherryr  Rupert.  Indian  Commission 

Skip  Canfield,  AICP,  Div  ision  of  Stale  Lands 

Dave  Ziegler,  Legislative  Counsel  Bureau 

Cory  Lytle,  Lincoln  County 

Zip  Upham,  NAS  Fallon 

Ed  Rybolif  NAS  Fallon 

CPT  Brian  Brian  Hunsaker,  Nevada  National  Guard 
Tern  Compton.  Department  of  Transportation 
Timothy  Mueller,  Departm  ent  of  Transportation 
Bill  Thompson,  Department  of  Transportation,  Aviation 
Sieve  Siegel  Department  of  Wildlife,  Director's  Office 
Mark  Freese,  Department  of  Wildlife 

D,  Bradford  Ilardenbrook,  Department  of  Wildlife.  Las  Vegas 

Robert  Mart  inez.  Division  of  Water  Resources 

Tod  Oppenbom,  Nellis  Air  Force  Base 

Ms.  Deborah  MacNeilL  Nellis  Air  Force  Base 

William  Cadwallader,  Nellis  Air  Force  Base 

99ABW*  Nellis  Air  Force  Base 

Octavious  Q.  Hill  Nellis  Air  Force  Base 

James  D.  Morcfieid.  Natural  Heritage  l^rogram 

Jennifer  Ncwm  arlc 

Linda  Cohn.  National  Nuclear  Security  Administration 
Jennifer  Scan  land,  Division  of  State  Parks 
Mark  Harris.  PE,  Public  Utilities  Commission 
Rebecca  Palmer,  State  Historic  Preservation  Office 

Terry  Rubald_  Nevada  Department  of  Taxation  Local  Government  Centrally  Assessed  Property 
Karen  Moessner, 

John  Muntean,  UNR  Bureau  of  Mines 

Jon  Price,  UNR  Bureau  of  Mines 

David  David,  UNR  Bureau  of  Mines 

Russ  Land,  Nevada  Division  of  Environmental  Protection 

Clearinghouse,  z  Clearinghouse 
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Oppenborn,  Tod  Civ  USAF  ACC  99  CES/CEAO 


From: 

Sent: 

To: 

Subject: 


Brad  Hardenbrook  [bhrdnbrk@ndow.org] 

Thursday,  December  08,  201 1  8:14  AM 

Skip  Canfield:  Oppenborn,  Tod  Civ  USAF  ACC  99  CES/CEAO 

RE:  Nevada  State  Clearinghouse  Comments:  EA  -  Nellis  -  Improvements  to  Michael 

O’Callaghan  Federal  Hospital 


Skip  &  Tod, 

Thank  you  for  sending  along  this  information.  This  helps  a  great  deal.  No  significant 
wildlife  concerns  are  anticipated  related  to  this  project. 

Cheers, 

Brad 

D.  Bradford  Hardenbrook 
Supervisory  Habitat  Biologist 
Southern  Region 
Nevada  Department  of  Wildlife 
4747  Vegas  Drive 
Las  Vegas,  Nevada  89108 
702.486.5127  X3600 
702.486.5133  FAX 
bhrdnbrkfo)ndow.  org 

- Original  Message - 

From:  Skip  Canfield 

Sent:  Tuesday,  December  06,  2011  4:50  PM 
To:  Brad  Hardenbrook 

Subject:  FW:  Nevada  State  Clearinghouse  Comments:  EA  -  Nellis  -  Improvements  to  Michael 
O'Callaghan  Federal  Hospital 

Hi  Brad,  please  see  below  and  attachments. 

-Skip 


. Original  Message . 

From:  Oppenborn,  Tod  Civ  USAF  ACC  99  CES/CEAO  \ mailto : Tod  . Oppenborn(a)nellis  .  af . mil  1 
Sent:  Tuesday,  December  06,  2011  4:15  PM 
To:  Skip  Canfield 

Subject:  RE:  Nevada  State  Clearinghouse  Comments:  EA  -  Nellis  -  Improvements  to  Michael 
O'Callaghan  Federal  Hospital 

Skip, 

In  Mr.  Brad  Hardenbrook  (NDOW)  submitted  a  comment  stating  he  didn't  have  enough  information 
to  formulate  a  comment  on  our  project.  I  have  attached  a  short  narrative  and  map  that  will 
hopefully  fulfill  his  need  and  allow  him  to  comment. 

Since  I  don't  have  his  direct  email  information  would  you  be  so  kind  to  forward  it  to  him. 

Thank  you 
Tod 
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- Original  Message - 

From:  Skip  Canfield  \ mailto : scanf ield(o)lands . nv . govl 
Sent:  Tuesday,  November  29,  2011  10:56  AM 
To:  Oppenborn,  Tod  Civ  USAF  ACC  99  CES/CEAO 
Cc:  Skip  Canfield 

Subject:  Nevada  State  Clearinghouse  Comments:  EA  -  Nellis  -  Improvements  to  Michael 
O'Callaghan  Federal  Hospital 

Tod: 


The  Nevada  State  Clearinghouse  provides  the  attached  comments  regarding  this  proposal. 

-Skip 

Skip  Canfield,  Program  Manager 
Nevada  State  Clearinghouse 
State  Land  Use  Planning  Agency 

901  South  Stewart  Street,  Suite  5003 
Carson  City,  NV  89701 
775-684-2723 
www.lands.nv.gov 
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7.0  Distribution  List 

Nevada  State  Clearinghouse 
Department  of  Administration 
Division  of  Budget  &  Planning 
209  East  Musser  Street,  Room  200 
Carson  City,  NV  89701-4298 
Request  submitted  electronically 

Ms.  Jennifer  Olsen 

Southern  Nevada  Regional  Planning  Commission 
240  Water  Street,  Mail  Stop  115 
Henderson,  NV  89009 

Commissioner  Susan  Brager 
Chairperson,  Clark  County  Commission 
500  Grand  Central  Parkway 
Las  Vegas,  NV  89106 

City  of  Las  Vegas 

Community  Development,  Planning  &  Zoning  Division 
2200  Civic  Center  Drive,  Suite  210 
North  Las  Vegas,  NV  89030 

Las  Vegas  Library 
Reference  Department 
833  Las  Vegas  Boulevard  North 
Las  Vegas,  NV  89101 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  C.  Stockdale 
99  CES/CEA 
6020  Beale  Ave 
Nellis  AFB,  NV  89191-7007 

Nevada  State  Clearinghouse 
Department  of  Administration 
Division  of  Budget  &  Planning 
209  East  Musser  Street,  Room  200 
Carson  City,  NV  89701-4298 
Clearinghouse@budget.state.mn.us 

Mesdames,  Gentlemen: 

The  99th  Air  Base  Wing  has  prepared  a  Draft  Environmental  Assessment  (DEA)  for  proposed 
improvements  at  the  Mike  O’ Callaghan  Federal  Hospital  (MOFH)  medical  campus  at  Nellis  AFB, 
Nevada. 

The  medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission 
requirements  of  the  USAF  Air  Combat  Command  (ACC)  and  there  is  a  need  to  provide  additional 
space  for  the  99th  Medical  Group  (MDG)  to  accommodate  mission  growth,  provide  sufficient  space 
for  existing  departments,  and  meet  current  medical  standards  of  care.  This  DEA  evaluates  potential 
impacts  of  repairs  and  renovations  to  the  interior  of  the  existing  hospital  building,  construction  of  new 
facilities,  and  demolition  of  outdated  facilities. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (EIAP),  and  40 
CFR  1500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  that  your  agency  review  the  assessment  of 
the  proposed  action.  Please  send  any  comments  no  later  than  February  10,  2012,  to  Mr.  Tod  Oppenborn 
at  the  above  address  or  e-mail  him  at  tod.oppenhorn@nellis.af.mil .  Thank  you  for  your  participation. 


Sincerely 

DEBORAH  C.  STOCKDALE 
Chief,  Asset  Management  flight 


Attachments: 
Draft  EA 
Draft  FONSI 


\ 

Honor  the  ‘Warfighter 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  OASE,  NEVADA 


Ms.  Deborah  C.  Stockdnle 
99  CES/CEA 
6020  Beale  Ave 
Nellis  AFB.NV  89191-7007 

Ms  Jennifer  Olsen 

Southern  Nevada  Regional  Planning  Commission 
240  Water  Street,  Mail  Stop  115 
Henderson,  NV  89009 


v/AlV  0  20  »£ 


Dear  Ms  Olsen, 

The  99th  Air  Base  Wing  has  prepared  a  Draft  Environmental  Assessment  (DEA)  for  proposed 
improvements  at  the  Mike  0‘Callaghan  Federal  Hospital  (MOFH)  medical  campus  at  Nellis  AFB, 

Nevada. 

The  medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission 
requirements  of  the  U$AF  Air  Combat  Command  (ACC)  and  there  is  a  need  to  provide  additional 
space  for  the  99th  Medical  Group  (MDG)  to  accommodate  mission  growth,  provide  sufficient  space 
for  existing  departments,  and  meet  current  medical  standards  of  care.  This  DEA  evaluates  potential 
impacts  of  repairs  and  renovations  to  the  interior  of  the  existing  hospital  building,  construction  of  new 
facilities,  and  demolition  of  outdated  facilities. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (ElAP)t  and  40 
CFR  1500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  that  your  agency  review  the  assessment  of 
the  proposed  action.  Please  send  any  comments  no  later  than  February  10,  2012,  to  Mr*  Tod  Oppenhorn 
at  the  above  address  or  e-mail  him  at  tod.QppcnbQrn@nellis.af-mil .  Thank  you  for  your  participation. 


Sincerely 

DEBORAH  C.  STOCK!) ALE 
Chief,  Asset  Management  flight 


Attachments: 
Draft  EA 
Draft  FONSI 


‘ Honor  the  Warfighter 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  C,  Stockpile 
99  CES/CF-A 
6020  Beale  Avc 
Nellis  AFB*  NV  89191-7007 

Commissioner  Susan  Bragcr 
Chairperson,  Clark  County  Commission 
300  Grand  Central  Parkway 
Las  Vegas,  NV  89106 

Dear  Commissioner  Bruger, 

The  99ih  Air  Base  Wing  has  prepared  a  Draft  Environmental  Assessment  (DEA)  for  proposed 
improvements  at  the  Mike  O’Callaghan  Federal  Hospital  (MOFH)  medical  campus  at  Nellis  AFB, 

Nevada. 

The  medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission 
requirements  of  the  USAF  Air  Combat  Command  (ACC)  and  there  is  a  need  to  provide  additional 
space  for  the  99th  Medical  Group  (MDO)  to  accommodate  mission  growth*  provide  sufficient  space 
for  existing  departments,  and  meet  current  medical  standards  of  care.  This  DEA  evaluates  potential 
impacts  of  repairs  and  renovations  to  the  interior  of  the  existing  hospital  building,  construction  of  new 
facilities*  and  demolition  of  outdated  facilities. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (MAP),  and  40 
CFR  1500- 1608,  the  Council  on  Environmental  Quality  guidelines*  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  that  your  agency  review  the  assessment  of 
the  proposed  action,  Please  send  any  comments  no  later  than  February  10,  2012*  to  Mr,  Tod  Qppenbom 
at  the  above  address  or  e-mail  him  at  tod.onnenborn@nellis.af.mil .  Thank  you  for  your  participation. 


JAN  II 6  2Q1Z 


Sincerely 

DEBORAH  C.  STOCKDALE 
Chief*  Asset  Management  flight 


Attachments: 
Draft  EA 
Draft  FONSI 


Honor  the  'Warfighter 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms,  Deborah  C.  Stoekdalc  JAM  |)  c  i? 

99  CES/CEA  .  * 

6020  Beale  Avc 

Nellis  AFB,  NV  89191-7007 

City  of  North  Las  Vegas 

Community  Development,  Planning  &  Zoning  Divisiion 
2200  Civic  Center  Drive,  Suite  210 
North  I-as  Vegas,  NV  89030 

Dear  Sir  or  Madam, 

The  99th  Air  Base  Wing  has  prepared  a  Draft  Environmental  Assessment  (DEA)  for  proposed 
improvements  at  the  Mike  O’Callaghan  Federal  Hospital  (MOFH)  medical  campus  at  Nellis  AFB, 

Nevada. 

The  medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission 
requirements  of  the  IJSAF  Air  Combat  Command  (ACC)  and  there  is  a  need  to  provide  additional 
space  for  the  99th  Medical  Group  (MDG)  to  accommodate  mission  growth,  provide  sufficient  space 
for  existing  departments,  and  meet  current  medical  standards  of  care.  This  DEA  evaluates  potential 
impacts  of  repairs  and  renovations  to  the  interior  of  the  existing  hospital  building,  construction  of  new 
facilities,  and  demolition  of  outdated  facilities. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (EIAF)t  and  40 
CFR  1500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  that  your  agency  review  the  assessment  of 
the  proposed  action.  Please  send  any  comments  no  later  than  February  10,  2012,  to  Mr.  Tod  Oppcnborn 
at  the  above  address  or  e-mail  him  at  tod.QppenbQrnfo>ncllis,af.mil ,  Thank  you  for  your  participation. 


Sincerely 


DEBORAH  C,  STOCKDALE 
Chief,  Asset  Management  flight 


Attachments: 
Draft  EA 
Draft  FONSI 


Honor  the  M/arfifjfiter 
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DEPARTMENT  OF  THE  AIR  FORCE 
99TH  CIVIL  ENGINEER  SQUADRON  (ACC) 
NELLIS  AIR  FORCE  BASE,  NEVADA 


Ms.  Deborah  C.  Stockdale 

99  CES/CEA  JA|\f  fl  $  2GI2 

6020  Beale  Ave 

Nellis  AFB,  NV  89191-7007 

Las  Vegas  Library 
Reference  Department 
833  Las  Vegas  Blvd  North 
Las  Vegas,  NV  89101 

Dear  Sir  or  Madam, 

The  99th  Air  Base  Wing  has  prepared  a  Draft  Environmental  Assessment  (DEA)  for  proposed 
improvements  at  the  Mike  O’Callaghan  Federal  Hospital  (MOFH)  medical  campus  at  Nellis  AFB, 
Nevada. 

The  medical  infrastructure  and  facilities  at  Nellis  AFB  cannot  meet  the  growing  mission 
requirements  of  the  USAF  Air  Combat  Command  (ACC)  and  there  is  a  need  to  provide  additional 
space  for  the  99th  Medical  Group  (MDG)  to  accommodate  mission  growth,  provide  sufficient  space 
for  existing  departments,  and  meet  current  medical  standards  of  care.  This  DEA  evaluates  potential 
impacts  of  repairs  and  renovations  to  the  interior  of  the  existing  hospital  building,  construction  of  new 
facilities,  and  demolition  of  outdated  facilities. 

In  accordance  with  32  CFR  989,  the  Air  Force  Environmental  Impact  Analysis  Process  (EIAP),  and  40 
CFR  1500-1508,  the  Council  on  Environmental  Quality  guidelines,  pursuant  to  the  National 
Environmental  Policy  Act,  as  amended,  Nellis  AFB  requests  that  your  agency  review  the  assessment  of 
the  proposed  action.  Please  send  any  comments  no  later  than  February  10,  2012,  to  Mr.  Tod  Oppenborn 
at  the  above  address  or  e-mail  him  at  tod.oppenborn@nellis.af.mil .  Thank  you  for  your  participation. 


Sincerely 

DEBORAH  C.  STOCKDALE 
Chief,  Asset  Management  flight 


Attachments: 
Draft  EA 
Draft  FONSI 


Honor  the  Warfighter 
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- Original  Message - 

From:  Stephanie  Garcia-VaUse  [ 

ma i  1 1 ■:  :  3 t ephani e.Sarcia V  a tiae^cit yo £ h en  de raon.  c om ] 

Sent:  Wednesday *  January  13,  2012  3:49  AM 

TO:  Nancy  A,  Lipskl 

Cc:  Doug  Rankin;  BArnciantrcut@bcnv.org;  Paul  Gerner;  Andrew  Powell;  Andy  Reed; 
Ayoub*  Ayoub@snwa*coni;  Bob  Toff  in;  Betsy  Fretwell;  brian*  bowler!  lwwd*  com; 
Bristol  Ellington;  Chris  Gitinehigllani;  thr  ia ,  ms  &n  aa@  wd  *  com; 

cwalker@mccartiiy.com;  Daniel  Kezar;  E'ebi  Leigh;  Don  Burnette; 
dtaylorSdot*  state. n7< us ;  Flinn  Fagg;  Fiorif@cit yofnorthlflsvegaSf com;  Gerri 
Schrtdftr;  gfraaer8ccrfcd.org/  Gina  fioasol;  hackert@cityofnor thlasvegas. com; 
Jane sM§ rtcsp.v,  con;  Jon  Wa r d  1  a w;  JVanHa ve 1@  do t , s  t  a t e . nv  ,  u s ; 
keiba.  crear&snwa  .  com;  Rodney  Langston;  Larry  +  Tamashiro @1  vwd.  com; 
laura,j  acobsen@lwwd.com;  Lisa  Reiss;  Linda  Perri;  Lawrence  Weekly;  Mark 
Calhoun;  Russell  Merle;  Michael  Tassi;  r.urphyj  Icityof  northla3vegas.  com; 

Nancy .  Hoi l^nback@sni^a .  ccnk;  Ned  Thomas;  Sera  Lares;  Nicole  iff,  Rouik*;  Criandr 
Sanchez;  Patricia  A.  O' Gar  a;  patty ,  enter  y@snwa.  com;  Paul  Andr  i  copulas; 
p  h  i  1  *  sp  e  i  gh  1 0 1  ww  d  ,  c  qzq ;  De  nnis  P.a  n  s  e  I ;  Rt  n  G  re  go  r  y ;  Rob  e  r  t  Warhol  a; 
r  aw  1  e  y  d  s  nh  ioia  i  1 ,  erg;  Ra  r_dy  T  a  r  r ;  3tavr  :s  Ant  he  ny  ;  i:t5bSacl  .c  pm  ;  E  san  Rc  h  e  r  J 
tson;  Jacob  Snow;  Steve  Wolf son;  tlarkin@dot, state .nv. us;  Qppenborn,  Tod  Civ 
USAF  ACC  99  CES/CEAO;  Tom  Perrigo;  Tracy  Foutz;  Rose  Tucker;  Tyrone  Thompson; 
vmayeraGbtnv.  e  r  g;  WagnarWicityof  nort.hlasv*gas.  c  an;  Lewi*  Walleiimayer; 
williamsd@sniidmail .  org;  wooda@ci  tyof  nor thias vegas.  com; 

wood ja@cityof northlasvegas* com;  XieB^rt esnv. com;  Linda  B,  Young  -  Trustee; 

Z  ane . Ma  r  ah  a 1 10  a  nwa . c cm 

Subject;  Re;  Mike  0* Callaghan  Federal  Hospital  at  Nellis  AFS 
The  City  of  Henderson  concurs. 


On  Jan  17,  2012,  at  5:07  PM,  "Nancy  A.  lipski"  <nancya@ClarkCountyW.gov> 

wrote : 


Clerk  County  concurs  as  well- 
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Fr  cm :  Doug  Rank,  in  [  ma  i  1 1  o :  dr  an  k  in  @  L  a  s' V-  e  ga  s  Ne  7a  da ,  GOV  ] 

Sent:  Tuesday^  January  l7,  2Q12  4:5”  FM 

Tq  :  SArm4ntrout@bctw.0rg;  Paul  Garner 

Cc:  Andrew.  Pew*  110  city  ofhender  a  in.  com;  Andy  Reed; 

Aye  ufc  .  A  yo  ub-9  s  nw  4. .,  c  om;  E  ob  3  o  f  fin;  Betsy  Fre  t  well;  br  i  in  .  b:»wl*r@L  vv  wd .  c  cm. ; 

Er is  tol . Ellington® city a f tender son . com  < 

mail to : Rr istc l.Ellington@ci tyofhenderson- com>  ;  Chris  Giunchigliani; 
chr  i  s  .  nee  n  an  @  1  vvwd  -  c  om  <  in  a  i 1 1 0 : ch  r i s .  me  enan@  1  vwd .  c  om>  ; 
cwalksr® me earthy. com;  Daniel  Kezar;  Debra  Leigh;  Don  Burnette; 
dtaylQrQdot.state.nv.ua;  Flinn  Fagg;  f iorif@c ityof northlas vegas*  com; 

Gerri  .  Schroder  @city  of  hander  son  *  com;  gfrasergeerf  cd  *org;  Gina  Rosaul; 
hackert@ cityc fnorf  hlasvegag,  c om  -"mail  t  c  :  ha rhert @c  it yofnorthlas vegas  .  com"1  ; 

J  ars  aWf  ftcaiU?*  -  Om ;  Jon  r  d  1  aw ;  JVa  r-H  a  ve  1  @  do  t  *  -S  t  at  e ..  nv  .Us; 

k*  iba  .  crftirj  a  nwa  .  c:«rim  ■ : mailt o  1  ke  iba . cr a  ar @  a nwa  .  c om  >  ;  Rodnay  Langatc-n; 

Larry  .  T&ni*ahiro@i vvwd.  com  ---mailt o.: Larry  .  Tamaahir  o@lwwd_  com>  ; 
laura.  Jacobs  en@lwwd.  -com;  Lisa  .Reisa®  city  of  hen.de  r  son.  com;  Linda  Perri; 
Lawrence  Weekly;  Mark.  Calhoun® cityofhendersc-n.com;  Russell  Merle; 

Michael . T as s f  @ c ityof henderson.  com;  murphyj  @ cityo fnorthlas vegas .  com;  Nancy  A. 
Lipski;  Nancy. Hcl ! 

lenhac k@  s n wa . c cm ;  Ned.Th cma s®  c  i  ty  o f h ende  r  s on . c  cm  < 
mail to : Ned. Thoma3@cityofhendersQn. 7om>  ;  Nora  Lares;  Nicole  7?  1  Rourke; 
Orlando  Sanchez;  Patricia  A.  Q'Gara;  pat ty  .  emery® snwa  .  com; 

Paul* Aftdric03pulo9@cityofhenderaon-  tom  - 

mail  to  ;  Paul .  Andri:  opulcsS  cLz  yo  f  hander  -  on,,  com  ;  t  hi  1 .  ap*ight@  Tvtrwd .  :  _  m 
mailto:phil.flpeight@lwwd.com.-  ;  tennis  Ransel;  Ron  Gregory;  Robert  Warhola; 
rowley@snhdmail.org  <mailto: rowley@flnhdmail.org>  ;  Randy  Tarr;  Stavros 
An t h  n  ny  ;  s  cb  56®  ao- 1 .  com  < ma  i  1 1  o  :  s  c  b  5  £  3  ac  1 .  com>  ; 

Sean. Ro b er  t  s  e  n@  c  i  t  y  c  f  h  e nde rson.c cm ;  Jac ob  5 now ; 

3 1  ephan i  e .  Ga  r  c  i a-Vau s  e  @  c i t  y o  f he nderson, c cm ;  3 1 eve  Wo 1 f  s  o  n ; 

tlarkinSdot .  state  .  nv.us;  tod,  cpponborn-Snellis  .  af  .mil  < 
mailto: tod. oppenbornGnellis* af *mil>  ;  Tom  Perrigc; 

Tracy .  Fcutz@c  ityof  he  nde  rs  on  *  com  -"ma  i  It  c  :  Tracy  .  Fonts @  city?:  f  header  son.  ccm  1  ; 

Rose  Tucker;  Tyrone  Thompson;  vmayeaEbcnv* org  ^mailtc  rvmayesibciw*  otg>  ; 
BTagnarWfl o ityc  fnortfela s vegas.  c  em;  Le  wi  a  wallenmeya r;  wi Hi amadS snhdma i  1 .  :  r  g ; 
wooda@  c  ityof  nc  rthlasvegas.  com  mailt  1. :  woodaS  cityc  fnor thlaavagaa.  c  1 
in.  ■  ;  wi o  d  j  a@  c  i  t  ye  i  no  r  th  la  s  ve  ga  s .  e  cm  - -.ma  i  It  o  :  wo  od  7  a@  ci  t  y  o  f  no  r  t  hi  a  ±  vega 
s.com>  ;  XieR@rtesnv.com;  Linda  E.  Young  -  Trustee;  < 
mailto: Sane. Mar shall@snwa. com>  Zane . Marshall® snwa . com 

Subject:  RE:  Mike  Of Callaghan  Federal  Hoapdtal  at  Nellis  AFB 


As  does  the  city  of  Lae  vegaz*No  find  of  significant  impact* 
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From:  BArmantrQUt@bcnv.org  [mailto : BArmant routgbcm? . org] 

Sent:  Tuesday,  January  17,  2012  ^:3S  PK 

To:  Paul  Garner 

Cc :  Andrew* Powell® cityofhender son, com;  Andy  Reed; 

Ay  o  uh *  AyouibG  s  nwa.com;  Bob  Coffin;  Betsy  Fr e  t we  L 1 ;  br  ian  *  bowler S  Iwwd .  com; 
Bristol .  Ellington@cityo£ hendersoa.  com  < 

mailto: Bristol . Ell ingtonGcityof header son* com>  ;  CHRX8G@GlarkCountyiiV.gov  < 
mailto: CHRIS G@ Cl ar kCountyNV*  gov>  ;  chris  *meenan@lwwd.  com; 

cwalkeitmccart hy,  com;  dank@ClarkCountyNV.  gov  <tuailto ;  dank@Clar kCountyNV.  gov> 

;  Debi *  Lei gh@ ci t yo f hands r  s on . c on;  dgb@ Clar  kCountyNV . gov;  Doug  Rankin; 
dt*ylor@ dot . state . nv . us  <mailto: dtaylor@dot *  state . nv . us >  ;  Flinn  Fagg; 
f iorifScityofnorthlaavegas . com  <mai  ltc- : £±or if Gcityofnorthlasvegas. com>  ; 

Ger  r  i  .  3chroder@ei  tyof  hender  son*  com  <mailtc- :  Gerri .  3  chroderi  city  of  benders  on*  com 

>  ;  gfrasergccrf  cd.org;  gmg@  Cl  arkCountyNV.gov;  hackert@cityo£  nor  till  a  3  vega  a, com 
<mailto : hacker t@ city of nor thl as vegas . com>  ;  JamesM@rtcsnv.com; 
jkw@ClarkCountyNV.gov;  JVanHavel@dc>  t .  state  ,nv .  us  < 

mailto : JVanHavel@dot , state *nv. us >  ;  keiba . crear@anwa .com; 

LANGSTON@ClarkCountyNV.gov;  Larry  *  Tanas hiro@ Iwwd. com  <mailto : Larry . Tamashi l 
rQ01wwd.com>  ;  laur a.  jacobsen@lwwd.com;  Lisa . Reis s@c it yofhender son. com; 
Linda  Ferri;  LWeekly@Clar kCountyNV* gov;  Mark.Galhoun@cityofhender3on.com  ’ 
mailto  :Mark.  Calhoun®  city  of  hender son.  com.  ■  ;  fflerle@clftrkcoimtyjiT.gov; 

Michael  . Tas 3 i@cit yofhender son, com;  murphy j@  ci tyof northlasvegaa. com; 
nancya@Clar kCountyNV* gov;  Nancy  * Hollenbeck® snwa . com  < 

mailto:Nan.cy , Hoi lenbackg a nwa - com>  ;  Ned.Thomas@cityofhendorsofi.com;  Nora 
Lares;  Nicole  W.  Rourke;  Orlando  Sanches;  Patricia  A.  QTGara; 
patty . emerySanwA . com;  Paul  * Andricopulos@ city of hender son* com  < 
mailto:Paul-A.ndricopulog@cityofhenderson.CQm>  ;  phil.speight@lwwd.com  < 
mailto:  ph  i  1  *  spe  i  ght  @  Iwwd  *  c  om>  ;  RANSELd  Clar  kC  ount yNV.  gov ; 
RGY@ClarkCountyNV.gov;  Robert .  Warhol a@ccd.anv .  com  < 
mailto  :  Robert .  ??arho la@ccdanv,  com>  ;  rowley@snhdmail .  org; 

RTarrG  Clar  kCountyNV.  gov;  Etavroa  Anthony;  scfcSJ€@Aol .  com; 

Sean ,  Robert  son0c£tyo£  hender  son,  com  <mailto : Sean, Robert son® cit yofhender son.  com 

>  ;  snowjGrtcsnv.com;  Stephanie . Garcia- VauseGci tyof hender son* com;  Steve 
Wo If son;  tl! 

ar kin@dot , state . nv -  us ;  tod, opp  enborn@nellis , af . mil  < mailto : tod , oppenbo 
rn@nellis  -  af  *  mil>  ;  Tom  Ferrigo;  Tracy.Foutz@cityoflienderson.com  < 
mailto :  Tracy- Fout  z  @ci  tyof  hender  son.  com>  ;  ttiekerrm0ClarkCountyNV.gov  < 
mailto:tuckerrm@ClarkCountyNV.gov>  ;  TYT@ClarkCountyNV.gov;  vmayes@bcnv.org; 
WagnerW@cityof  northlasvegas.  com  <mailto:  WagnerW@cityofnorth.lafl  vegas  *  com.:-  ; 

Wa 1 1 enme yer 0 C la r kCountyNV, gov  <mailto : Wallenmeyer@ Clar kCountyNV, gov >  ; 
williamsd®  snhdmai 1 . org;  wooda@cityofnorthlasvegas *  com; 

wood j a@eityof nor thlasvegas.  com;  XieB@rtcsrLV.com;  Linda  E.  Young  -  Trustee;  < 
mailto : Zane « Marshal l@snwa . com>  Zane . Marshall®  snw a «  com 

Subject:  Re:  Mike  G* Callaghan  Federal  Hospital  at  Nellis  AF3 


Boulder  City  has  nc-  comments  to  add  and  agrees  with  their  Finding 
of  No  Significant  Imp-act* 
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From:  Paul  Gerner  <pgerner@ interact ccsd.  net> 

To :  <Debi -  Leigh® city of headers on. com> 

Cc :  <wooda0cityof northlasvegas . com>, 

<bcoffin@ las vega snevada. gov>r  <c walks r@mccar thy . com>f 
<CHRISG@Cl,ar kCountyNV.  gov>,  <Gerri.  5chroder@cityofhender son.  com>f 
<LWeekly@Clar kCountyNV.  gov>r  <santhony@lasvega snevada. gov>, 

<  swolf  son® la svega snevada.  gov>,  <scb9  £'3  a.ol .  coi>r 

<WagnerW@ cityo fnorthlas vegas . com>,  "Linda  E.  Young  -  Trustee" 

<youngle® inter act . ccsd. net>,  <b f retwe 11® lasvega snevada- go  v>  , 

<Br istol . Ellington® cityo f header son. com>f  <bar man t rout @bcnv . org>f 
<dgb@Clar kCountyNV. gov>,  <f iorif @cityo fnorthlas vegas . coi>r 
Checker t® city of nor thlas vegas. com>,  <snow j @rtcsnv. com>, 

< j kw@ Clar kCountyNV. gov>,  <woodj  a® cityo fnorthlas vegas . com>f 
<Wallenmeyer@ Cl ar kCountyNV. gov>,  <Mar k . Calhoun® city of headers on . com> , 

<o sanchez @ la svega snevada. gov>,  <Paul . AndricopulosQ cityo fhender son. com>r 
<phil.speight@lwwd.com>,,  <RTarr@Clar  kCountyNV.  go v>,  <vmayes@bcnv .  org>, 
<Andrew.  Powell® ci  tyofhender  son.  com>(  <areed@LasVegasNevada  .  GOV>, 

<  Ay  o  ub  .  Ay  o  ub  @  s  n w  a  -  c  o  m>  ,  <br  i  a  n  .  bo  w  1  e  r  @  1  v vwd .  c  om> ,  <c  h  r  i  s  .  me  e  na  n  @  1  wwd  .  c  om>  ,  <  J 

dank®  Clar  kCountyNV.  gov>,  <RANSEL@Clar  kCountyNV.  gov>  , 

<dt  aylor@dot  -  state  .  nv  .  us>,  <drankin@  la  svega  snevada  .  gov>, 

<ffagg@LasVegaaNevada . GOY>,  <gf r aser@ccrf cd. org>,  <gmg@ Clar kCountyNV. gov>, 

< JYanHavel@dot . state . nv - us>,  <murphyj @cityo fnorthlas vegas . com>  , 

<keiba - crear®  snwa - com>f  <Larry . Tamashiro@lvvwd . com>f 

<laura-jacobsen@lwwd.com>,  Linda  Perri  <lkperri@interact.ccsd.net>, 

<Lisa -Reiss® cityo fhender son. com>,  < JamesM@rtcsnv. com>, 

<Michael .  Tassi@ci  tyofhender  son.  com>,  <nancya@Clar  kCountyKTV.  gov>, 

<Nancy. Ho llenbac k@ snwa . com>r  <Ned . Thomas@cityofhenderson.com>,  "Nicole  W. 
Rourke"  <nrourke@interact.ccsd.net>,  <nlares@lasvegasnevada.gov>,  "Patricia  A. 
0 ' Gar a"  < PAQGara@ interact .ccsd. net>,  <patty . emery®  snwa . com>, 

<Robert ,.  Warhola@ccdanv.  com>r  <LANG3TON@ClarkCountyNV.gov>, 

<RGY@ Clar kCountyNV.  go v>,  < tuckerrm@Clar kCountyNV.  go v>,  <rowley @  snhdmai 1 . org>, 

<merle@clar kcountynv. gov>,  <Sean . Robert son® cityo fhender son. com>, 

<Stephanie . Garcia-Vaus e@ cityo fhender son. com>,  <tper rigo® lasvegasnevada . gov>, 
<Tr  a ! 

cy . Fout z  @  cityof bender son.  com>,  <tlar kin@dot . state . nv . us> f  <TYT@ClarkCo 
untyNV.gov>,  <williamsd@ snhdmai 1. org>,  <XieB@rtcsnv . com>, 

<Zane -Marshall® snwa . com>,  <Debi . Leigh® cicyo fhender son. com> , 

<tod. oppenborn@nellis . af .mil> 

Date:  01/17/2012  04:22  PM 

Subject:  Re:  Mike  O" Callaghan  Federal  Hospital  at  Nellis 

AFB 


I  concur  in  the  FONSI.  JPG 

Debi  Leigh  <Eebi . Leigh@ cityo fhender son. com  < 
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nd i It o : Debi* Leigh@cit yof Henderson. com>  >  an  Tuesday,  January  17,  2012  at 

11:27  AM  “0800  wrote: 

Dear  SHftPC  member, 


Nellis  AFB  has  requested  that  3 NRPC  review  the  assessment  of  the 
proposed  improvements  at  the  Mike  O' Callaghan  Federal  Hospital  medical  campus 
at  Hell is  AFB. 


Please  see  the  attached  letter  and  Draft  Environmental  Assessment 
of  the  project.  If  you  have  any  questions  or  comments  please  send  them  to  < 
mail to : tod, oppenborn8nell i s , af ,mil>  tod  * oppenborn@nellis , af . mil  no  later  than 
February  10,  2012. 


Thank  you* 

Debi  Leigh 

Southern  Nevada  Regional  Planning  Coalition 
240  Water  Street  MS  115,  Henderson,  NV  8900S-5G50 
(  (702)267-1530  7  {702)267-1501 

2 www *  SNR PC .org  <  ht tp : / / www .snrpc.org/> 
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-----Original  Message--"- 

From:  Lewis  Wallenmeyer  [mailt© : ifallenmeyer@clar kcotmtynv. gov] 

Sent:  Wednesday,  January  IB,  2012  7:59  AM 

To:  Nancy  A*  Lipski;  TDoug  Rankin1;  BA2rmantrout@bcnv.0rg;  Paul  Garner 

Cc:  Andrew.Fowell@cityofheruier3on.com;  Andy  Reed;  Ayoub.Ayoub@gnwA.com;  Bob 

Coffin;  Betsy  Fretwell;  brian .bowler @lwwd* com; 

Bristol  * Ellington@cityof he nder son . com;  Chris  Giunehigliani; 

cbrig.meenan@l7vwd.com;  cwalker@mccarthy.com;  Daniel  Kezar;  Debra  Leigh;  Don 
Burnette;  dtaylor @ dot . state . nv . us ;  Flinn  Fagg;  f ior if @cityof northlasvegas . com; 
Gerri , Schroder® cityc f hander son. com;  gfraser@ccrfcd.org;  Gina  Rossol; 
hackert@cityofnoxthla37egas.com;  JameBM@rtcgnv.com;  Jon  Wardlaw; 
JVanHavel@dot_gtate.nv.ua;  keiba.crear@gnwa.com;  Rodney  Langston; 

Larry.  Tamashiro@lwwd- com;  laura .  j  acobaen@lwwd.  com; 
Lisa.Reiss@cityofhender3on.com;  Linda  Ferri;  Lawrence  Weekly; 
Mark.Calhoun@cityofhendergon.com;  Russell  Merle; 

Michael . TassiS cityc  fhender  son. com;  murphy j@ cityof nor thl as vega*, com; 

Nancy , Hollenback@snwa . com;  Ned . Thomas @ ci tyof henderson. com;  Nora  Lares;  Nicole 
W.  Rourke;  Orlando  Sanches;  Patricia  A.  QTGara;  patty.emery@gnwa.com; 

Paul .  Andricopulog@cityof  hendergon.  com;  phil*  gpeight@lwwd.com;  Dennis  Rangel; 
Ron  Gregory;  Robert  Warhols;  rowley@snhdmail „ org;  Randy  Tarr;  Stavrcs  Anthony; 
scb96@aoI.com;  Sean . Robert son@ cityof benders on. com;  Jacob  Snow; 

Stephanie. Garcia-Vause@cityofhenderson.com;  Steve  Wolf son; 

tlarkin@dot . state . nv. us;  Oppenborn,  Tod  C iv  USAF  ACC  99  CE3/CEAO;  Tom  Ferr igo; 
Tracy .  Fout  E0cityofhender3oxi,  com;  Rose  Tucker;  Tyrone  Thompson; 
vmayes@bcn7 .org;  Wagner  W@  cityof nor thlasvegas. com;  williams  d@snhdmail .  org; 
woodafi  cityof  nc-rthlasvegas.  com;  woodj  a  3  cityof  nor  thlas  vegas  .com; 

XieB.@rtcsnv.com;  Linda  E.  Young  -  Trustee;  Zane.Marshall@snwa.com 
Subject;  RE;  Mike  O' Callaghan  Federal  hospital  at  Nellis  AFB 

Clark  County  Air  Quality  also  concurs  with  the  FONSL. 

Lewis 


Lewis  TJaile-nmeyer,  Director 

Department  of  Air  Quality  £.  Environmental  Management 

500  3  Grand.  Central  Parkway 
Box  555210 

Las  Vegas,  NV  89155-5210 
(702)  455-ieOO 
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From;  Nancy  A.  Lips  ki 

Sent;  Tuesday,  January  17,  2012  5:07  EM 

To:  f Doug  Rankin’ ;  BAxmant rout cnv . or g ;  Paul  Gerner 

Cc:  Andrew- Powell® city of header son. com;  Andy  Reed;  Ayoub. Ayouh@anwa . com;  Bob 
Coffin;  Betsy  Fret  we  11;  brian.bowi^r^lwwd.gcai; 

Bristol . Ellington@c it yof bender son. com;  Chris  Giunchi gl i ani; 

chr is  .meenandlvvwd- com;  cwalkftr@mccarthy.coii;  Daniel  Kezar;  Debra  Leigh;  Don 
Burnette;  dtaylor^dot , state. nv.ua;  Flinn  Fagg;  fiorif0cityofncrthla3vegas.com; 
Gerri.Schroder@cityofhenderson.com;  gfraser@ccrfcd.org;  Gina  Rcsscl; 
hackert@cirycfncrrhlasvegas.com;  JAmesK@rtcsnv.com;  Jon  Wardlaw; 

JYanHavel @ dot .  state .  nv .  us;  keiba.crear@anwa.com;  Rodney  Langston; 

Larry .  Tama shiro@  lwwd,  com;  laura  ,  j  acobsen® lwwd,  com; 

Lisa  * Re ise@ cityof hender son* com;  Linda  Perr  i;  Lawrence  Weekly; 
Mark.Calhoun@cityofhendfirson.com;  Russell  Merle; 

Michael . Fas  si@  cityof Henderson. com;  murphy j  @cityc f northlasvegas, OOm; 

Nancy . ho llenb ack@ s nwa . c om;  Ned . Thoma a @ c i ty c f hende ra on. com ;  No r a  Lares ;  N i c o 1 e 
W.  Rourke;  Orlando  Sanchez;  Patricia  A.  O’ Gar a;  patty.emery@snwa.com; 
Batil.AndriccpuliiB@cityofhsnder3cin.eom;  phil.  speight@lwwd.com;  Dennis  Ransel; 
Ren  Gregory;  Robert  Warhe-la;  rowley@snhdraail.org;  Randy  Tarr;  Stavrcs  Anthony; 
seb5€@ aol .  com;  Sean. Robert son@ cityof hender sort. com;  Jacob  Snow; 

Stephanie. Gar cia-Vaus e@ci tyof hender sen. com;  Steve  Wolf son; 
t larking dot . state . nv, us ;  tod-oppenb0rn@nelli3.af.mil;  Tom  Perrigo; 
Tracy.Foutz@cityofhenderson.com;  Rose  Tucker;  Tyrone  Thompson; 
vmayesBbcnv.org;  WagnerW@cityofnorthlasvegaa.com;  Lewis  Wallenmeyer; 
williamsd@anh-dinaii  .  org;  wooda@cit  yof  nor  thlas  vegas  .  com; 

woodjaBcityofnorthlasvegag.com;  XieB@rtc3nv.com;  Linda  E.  Young  -  Trustee; 

Sane  *  Marshall-3  snwa com 

Sub  ject:  RE:  Kike  O' Callaghan  Federal  Hospital  at  Nellis  AFB 


Clark  County  concurs  as  well. 
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:rci:  Bcug  Ra.nk.in  [mdilto  :  drankin@iia3?egasNevada.  GOV] 

Sent?  Tuesday,  January  17 ¥  2012  4:57  EM 
To;  BArinsutroutSbcTiv.  org;  Paul  Gerner 

Cc:  Andrew, Powell@cityof hender son. com;  Andy  Reed;  Ayoub. Ayoub@snwa ,coi;  Bob 
Coffin;  Betsy  Fret  we  11;  brian  *  bowls  r@lwwd*  com; 

Er  i st ol - Ellington@cityo£henderson. com;  Chri s  Giunchigliani; 

chris.mftenanSlvvwd.com;  cwalfcer9mccarthy.com;  Daniel  Kezar;  Debra  Leigh;  Don 
Burnette;  dt*ylor@dot .atate^nv.us;  Flinn  Fagg;  f icr i fflcity&fnorthlaavegas* com; 
Gerri.SchroderSci-yofhenderaon.com;  gf r aser@ccrf cd. org;  Gina  Rossol; 
hacker t@ city of nor thlasvegas.  com;  JanesKSrtcsnv.  com;  Jon  Ward  law; 

JVanHavel@ dot ,  state „  nv. ua ;  Jceiba.crear0snwa.com;  Rodney  Langston; 

Larry,  frame shiro@lwwd*  com;  laura  .  j  aeobaen@lwwd.  com; 
Lisa.Rei3S0cityofhender3Qn.com;  Linda  Perri;  Lawrence  Weekly; 

Mark.  CalhounS  cityof  hende  re  on.  com;  Russell  Merle; 

Michael  *  Teas i@ cityof benders on. com;  muxphyj 0 cit yof next hlasvsgas . com;  Nancy  A. 
Lip  ski;  Nancy . flollenbac fc0 snva . com;  Ned- Thomas® cityof bender son- com;  Nora  Lares; 
Nicole  W.  Rouxfce;  Orlando  Sanchez;  Patricia  A*  O' Gar a;  patty.emery0snwa.eom; 
Paul.Andxicopulo3@cityofheiider3on.com;  phil ,  opeight@lwwd.com;  Dermis  RanseL; 
Ron  Gregory;  Robert  Warhola;  rowley@anhdmail.org;  Randy  Isrr;  Stavroa  Anthony; 
3cb96@aol.com;  Sean. Robert son@ city of hender son. com;  Jacob  Snow; 

Stephanie.  Garcia-Vauseg  cityof  hender  son.  com;  Steve  Wolf  soil; 
tlaxkin@dot.3tate.nv.ua;  tod.oppenborn@nellis.af.mil;  Tom  Perrigo; 

Tracy . Fouts@ city of hender son, com;  Rose  Tucker;  Tyrone  Thompson; 
vmayes@bcnv.org;  WagiierW@cityofnorthlasvegas.com;  Lewis  Wallenmeyer; 
williams d@ snhdmail , org;  wooda@ ci ty of nor thlas vegas. com; 

woodj af cityof nor thlasvegas. com;  XieB@rtcanv.com;  Linda  E.  Young  -  Trustee; 

Bane . Marsha 11@ snwa * com 

Subject:  RE:  Mike  O' Callaghan  Federal  Hospital  at  Nellis  AFB 


As  does  the  City  of  Las  Vegas,, .No  find  of  significant  impact. 

Doug  Rankin,  AICP 

Planning  Manager 

City  of  Las  Vegas 

333  N.  Rancho  Drive  at  Bonanza  Rd. 


-23-540B 
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From;  BArmantrout^bcnv  -  org  [mailto:BArmantrout@bcnv,  org] 

Sent;  Tuesday,  January  11,  2012  4:30  PM 

To;  Paul  Garner 

Ccj  Andrew . Fo we 11@ city offender a on* com;  Andy  Reed;  Ayoub, Ayoubisnwa *  com;  Bob 
Coffin;  Betsy  Fret we 11;  hr i an . bowler@ lvvwd • com; 

Eristol.  Ellington.® cityofhender son.  com;  CHRISG^Olar kCountyMV* go?; 
chris*  meenanO lvvwd. com;  cwal he r@mc earthy *  com;  dank@Clar kCountyNV* gov; 

Dehi . Leighdoityof hender son. com;  dgb@ClarkCountyNV, gov;  Doug  Rankin; 
dtaylor@ dot  *  state  * nv. us ;  Flinn  Fagg;  fiorif@cityof  northlaav9gas.com; 

Gerri, Schroder Scityof hender son, com;  gf racer® ccr fed r org;  gmg@ClarkCcuntyNV, gov; 
hacker t@cityof nor thl a s vegas. com;  JamesM®  rt canv . com;  j  kw@Clar kCountyNV. gov; 
JVanKav@L@dot  *  state. nv.ua;  keibe  .  crear@snwa.com;  LANGS  TONS  ClarkCountytTV1.  gov; 

Larry.  TamashiroSlwwd.  c cm ;  laura.  j acobasnSlwwd.  coir.; 

Lisa.Reia3@cityofhendffi.r30n.com;  Linda  Perri;  LWeekly@Clar kCountyHV. gov; 

Mar  k _ C  a 1 he  u  n@  tit  y o  £ he n  d e  r  s  on . c  om ;  re r 1 e  @  c la r kc o  ant ynv . gov ; 

Michael .Tas s i@cityof hender  son. com;  murphy j  @  cityo £ nor thlas ve  gas . com; 
nancya@ClarkCouiiityNV.gov;  Nancy.  Hollenbackj@srkwa.  com; 

Ned. Thomas® cityofhender son. com;  Nora  Lares;  Nicole  W.  Rourke;  Orlande  Sanchez; 
Patricia  A.  O' Gar a;  patty.emery@snwa.com; 

Paul.  Andricopulos®  cityofhender  son,  com;  phi  I.  3peight@lwwd.c0m; 

RAN SEL@Clar kCountyNV, gov;  RGY@Clar kCountyNV- gov;  Robert .  Warhol a@ ccdanv .  com; 
r o w le y @ s nhdma i  1 .  c  r  g  ;  RT arr§ Cla r kCo ant y N V gov ;  3 1 a v r o s  An t ho n y ;  s  cb 9  £ @ aol.  com ; 
Fean. Roberts on@cityof hender son. ccm;  snow  j  @r to snv.com; 

F t ephan ie. Garcia - V au s e@ c i t y c  f he nderaon.c om ;  3 te ve  No 1 f  s o n; 
tlarkin@dot-state.nv. us;  tod.oppenbcrn@nellis.af.mil;  Tcm  Perrigc; 

T  ra cy .  Feu t  z  @  c i  t y c  f  h ende  r  3 o n .  c om ;  tu c ke r rm@ C la r kCcunt yNV .  gov ; 

T  YT  @  Cla  r  kCo  u nt  yNV .  go v ;  vma  y e  s  3  b  c  n v  .  or  g  ;  ??  agn  e r W@  c  i  t  y  o  f  nor  t  hlas  ve ga  s ,  c  cm ; 

Wallermeyer@Clar  kCountyNV.  gev;  williamsdisnhdmail .  org; 

wo od a @  c i t yo f no rt hlasve gas.com;  wo  od j  a@  ci  t yo f no r t hi a  sve ga s . com; 

XieB^rt  esnv.  com;  Linda  E.  Young  -  Trustee;  Zane.MarshalI@snwa.com 
Fuhjeet:  Re:  Mike  0 p Callaghan  Federal  Hospital  at  Nellis  AF3 


Boulder  City  has  no  comments  tc  add  and  agrees  with  their  Finding  of  No 
Fignificant  Impact. 


3 r c k  A  r  ma n t  rout,  Direct  c  r 
C umu  n  1 1  y  De  ve  1  opment  Dep-  art  me  nt 
City  of  Boulder  CifyF  Nevada 
P.O.  Box  £1350 

Boulder  City*  NV  6 90 Q 6-135 0 

702.293.9282 

ba im ant rout tbcnv . org 
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From:  Paul  Gerner  <pger ner@ interact . ccsd . net> 

To  :  < D e b i  .  leigh@cil.yof  hender  son  .  com> 

Co  :  <wooda@cityofnorlhlasvega3.com>,  <bcoffin@lasvegasnevada.gov>, 

<cwalker@mccar  thy .  com>f  <CHRI3G@ClarkCountyNV.gov>, 

<Gerri  .  Schroder@ cityof  bender  son.  com>,  <LWeekly@ClarkCountyNV.  gov>, 

<santhony@  la  svega  snevada.  gov> ,  <swolf  son@  las  vega  snevada.  gov  > ,  <scb96@aol .  co:m>, 
<WagnerW@ci  tyof  northlasvegas  .  com> ,  "Linda  E.  Young  -  Trustee" 

<youngle@inter  act .  ccsd.  net>,  <bfretwell@lasvegasnevada.gov>, 

<Br  istol  .  Ellington®  ci  tyof  Lenders  on.  com>r  <bar  man  t  rout  @bcnv  .  org>, 

<dgb@  C  la  r  kCountyNV.  gov>,  <f  ior  if  @ci  tyof  northlasvegas  .  com> , 

<  hacker  t@  ci  tyof  northlasvegas  .  com>r  <snow  j  @rtcsnv.  com>, 

<  j  kw@ ClarkCount yNV . go v> ,  <woodj a@ cityof northlasvegas . com>, 

<Wa llenmeye  r@  Cl ar kCountyNV. gov>,  <Mar k . Calhoun@ cityof Lender son. com>, 

<o  s  anchez  @ 1 a  s vega  snevada . go v> ,  <Paul . Andr icopulos® c i tyo  f hender son . com>  , 

<ph i  1 .  spe i  g h t @  1  wwd  .  c om> ,  <RT arr@Cl.arkC o u n t yNV .  g o  v>  r  < vma y e s @b c n v .  o r g>  r 
<Andrew.  Powell @  cityof  hender  son.  com>,  <a  reed®  LasVegas  Nevada  .  GQV>  , 
<Ayoub.Ayoub@snwa.com>,  <br  i an  .bowler @1  wwd.  com>,  <chris  .  meenan@lwwd.  com>, 

<  dank®  ClarkCount  yNV.  gov>,  <RANSEL@Clar  kCountyNV.  gov>  , 

<dt aylor@dot . state . nv . us>,  <drankin@ las vega snevada . gov>, 

<f f agg@LasVegasNevada . GOY>,  <gf r aser@ccrf cd. org>,  <gmg@Clar kCountyNV. gov>, 
<JVanHavel@dot . state . nv . us>,  <murphyj @ cityof northlasvegas . com>, 

<keiba . or ear®  snwa . com>,  < Larry . Tamashiro@lvvwd . com>, 

<laura.3ac0bsen@lwwd.com>,  Linda  Perri  <lkperri@ interact . ccsd . net>, 

<Li  s  a  .  Re  i  s  s  3  c  ityof  hender  son.  com> ,  <  JamesH@  rtcsnv .  com> , 

<Michael . TassiSc ityof hender son. com>#  <nancya@Cl a rkCountyNV.gov >p 
"Nancy  ■  H ol  hnbac  .  ciora'5 ,  ■  N1*  i  *  The  r ityof header  a  c n  *  com  "Nicole  57 . 

Rourke"  < nrourkeOiiit tract T  e cad , liftt  <nlar*aSlA£v*gAsn*VAda.  gov >  ,  "Patricia  a, 

GTGar a"  ■  PAQSarag interact .  ccsd.net.  -,  <patfcy.  emery 3  anwa  .  com>p 
<Robert . Warhcia@ccdanv.  com>,  <hANGSTON3clarkC0untyNV.gov>, 

< KG Y@Clar kCountyNV.  gov>,  <tuckerrm@ClarkCQuntyNV.  gov> ,  <  rowleygsnhdapeil .  org>, 
<ths r  1  e % c  1  a r kcount yn v  -  go v> *  <S e an  -  Rob e r t s on@  cit y  o  f  he nde r  s o n ,  c cm >  t 

■  2 1  aphania  .  Ga r C ia~VAus* 1 c ityo f handfrr BOn.  com  ■ .  ■  tp ei r  ig : 3 1  a s Tsg a sii-vadA .  gov 

■  Tracy- Fouttgci  tyof  hender  son.  ccm  ,  ■  tlarkin@dot.atatft.nv.ua->, 

■  TYT@ClarkCountySTV.gov>,  <williamsd@  snhdmail .  Drg>,  ■  XieB@rtcsnv.  com>f 
< Sane .Marshal l@snwa .  com>,  <Debi.  leighScityc  f  hender  son.  coia>, 

■••tod  -  oppenborngnelli 3  -  af  *mil> 

Pat*  =  01/17/2012  04:22  PM 

Subject:  Re:  Mike  O* Callaghan  Federal  Hospital  at  Nelli a  AFE 


I  concur  in  the  FGNSI.  JPG 
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8.0  List  of  Preparers  and  Contributors 


8.1  Preparers 

This  Environmental  Assessment  was  prepared  under  contract  with  Altus  Architectural  Studios,  Inc.  in  partnership 
with  Kenneth  Hahn  Architects  and  Short  Elliott  Hendrickson,  Inc. 


The  following  individuals  prepared  the  document: 

Kelly  A.  Henry,  Sr.  Scientist,  principal  author 
Short  Elliott  Hendrickson,  Inc. 

3535  Vadnais  Center  Drive 
St.  Paul,  MN  55110 
651.490.2146 
khenry@sehinc .  com 

Michael  Hamilton,  AIA,  Project  Manager 
Altus  Architectural  Studios,  Inc. 

12925  West  Dodge  Road 
Omaha,  NE  68154 
402.334.2422 

mhamilton@altusstudios.com 


Jennifer  Bring,  Senior  Cultural  Resources  Planner 

106  Group,  LLC 

370  Selby  Ave  Ste  206 

St.  Paul,  MN  55012 

651.290.0977 

j  ennybring@  1 06group .  com 

Stephen  R.  Smith,  AIA,  LEED  AP,  Editorial  review 

Kenneth  Hahn  Architects 

1343  South  75th  Street 

Omaha,  NE  68124-1610 

402.391.2111 

steve@kharch.com 


8.2  Contributors 

Ms.  Lynn  Haarkau,  99CES/CEAO,  Chief,  Asset  Optimization,  Nellis  AFB,  NV 
Mr.  Tod  Oppenbom,  99CES/CEAO,  NEPA  Manager,  Nellis  AFB,  NV 
Mr.  Keith  Myhrer,  99  CES/CEAN,  Senior  Archaeologist,  Nellis  AFB,  NV 

Mr.  Cory  L.  Aldean,  CHFM,  99MDG,  Facility  Manager,  Mike  O’Callaghan  Federal  Medical  Center  Campus, 
Nellis  AFB,  NV 

Mr.  Derek  S.  Findlay,  1st  Lt,  USAF,  BSC,  Health  Facilities  Division,  AFMSA/SG8F,  San  Antonio,  TX 
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Appendix  A 

Proposed  MOFMC  Renovation  Plan 
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Appendix  B 

SHPO  Concurrence  Letter 


STATE  OF  NEVADA 

DEPARTMENT  OF  MUSEUMS,  LIBRARY  AND  ARTS 
STATE  HISTORIC  PRESERVATION  OFFICE 
100  N.  Stewart  Street 
Carson  City,  Nevada  89701  -4285 

RONALD  M.  JAMES 
State  Historic  Preservation  Officer 

QQ  &//& 


RJE:  Proposed  Expansion  in  Area  II  (Weapons  and  Munitions  Storage  Area)  and 

Area  III,  Nellis  Air  Force  Base,  Las  Vegas  Valley,  Clark  County  (Report 
Number:  NAFB-00-04). 

Dear  Lieutenant  Colonel  White: 

The  Nevada  State  Historic  Preservation  Office  (SHPO)  reviewed  the  cultural 
resources  inventory  for  the  proposed  undertaking.  The  SHPO  concurs  with  the  U.S. 
Department  of  the  Air  Force’s  determination  that  the  following  site  is  not  eligible  for 
the  National  Register  of  Historic  Places  under  any  of  the  Secretary’s  criteria: 

26Ck6075. 

This  cultural  resource  inventory  report  was  completed  following  an  intensive 
archaeological  and  historic  inventory  of  the  project  area.  No  historic  properties  were 
found  within  the  area  of  potential  effect  (APE)  for  the  subject  undertaking.  As  a 
result,  the  SHPO  concurs  with  the  U.S.  Department  of  the  Air  Force’s  determination 
that  no  historic  properties  will  be  affected  by  the  undertaking. 

If  you  have  any  questions  concerning  this  correspondence,  please  feel  free  to  call 
Rebecca  Lynn  Palmer  at  (775)  684-3443  or  by  e-mail  at  rlpalmer@dan.lib.nv.us. 


January  3,  2001 

Lieutenant  Colonel  Arvil  E.  White  III 

Commander,  99th  Civil  Engineer  Squadron 

U.S.  Air  Force 

6020  Beale  Avenue 

Nellis  AFB  NV  89 1 9 1  -7260 


KENNY  C.  GUINN 
Governor 


MICHAEL  D  HILLERBY 
Department  Director 


Sincerely, 


Alice  M.  Baldrica,  Deputy 
State  Historic  Preservation  Officer 


